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Town .Talk and Neighborhood Notes 


Tersely Told 
* 


MANY [TEMS OF INTEREST 


Gleaned From Various Sources- 


Little Points Picked Up By 


Vigilant Reporters. 


FAIR NOTES 


Racing 
Program—Other 
Arrange- 


ments Being Completed. 


The Directors , of the 
Bedford 


County Agricultural Society are plan- 
ning for the 36th annual fair, which 
will be held' September 21-24 inclu- 
size. Last year's fair was, perhaps, 
the best ever held in the county, but 
the directors will try to do" better 
this year. 


They desire, especially, to increase 


the exhibits of live stock and so have 


What about the Union picnic—are j increased the premiums considerably 


for horses and cattle. The classifica- 
tion of cattle has been re-arranged 
and premiums increased so as to ap- 
peal to the farmers and stockholders, 
making it worth while to bring in 
tneir stock. 


The directors ask the hearty co- 


operation of the people, not only in 


THE BROAD TOP STRIKE 


•we to have one? 


Prothonotary A. S. Guyer went to 


West Virginia this week" to purchase 
horses. 


Five children were baptized in St. 


James' Episcopal Church last Sunday 
afternoon. 


Baltzer Boor is having a cement 


pavement placed in front of his prop- 
erty- en East Penn Street. 


James F. Miekel was in at- 


tendance at the meeting of the Dem- 
ocratic State Central Committee in 
Harrjsburg this week. 


Secretary S. B. Treese, of the local 


board of health, accompanied by his 
•wife, is taking a week's vacation in 
Bedford.—Altoona Tribune. 


Mr/and Mrs. Thomas Herr, Miss 


Kephart 
and 
Contractor 
Edward 


Drhew, of Altoona, made a trip to 
this place in an auto on Tuesday. 


The Smouse reunion wilL-be held 


at Martinsburg August 27. The sec- 
ond annual reunion of the Amick 
families will be held at Earlston Au- 
gust 7. 


At a recent session of court the 


Associate Judges appointed Simon H. 
Sell, Esq., master in divorce pro- 
ceedings of Oscar Carpenter against 
Louisa Carpenter. 


At Cumberland last Thursday the 


Everett ball team was defeated by 
the Cumberland nine, the score being 
12rto 3. The preceding Tuesday the 
Everett team was victorious. 


"Prof,- E. S. Rice of Juniata, for- 


merly- of Saxton, has been elected 
p'rincipaFof-ttfe Hplirflaysburg schools 


Conditions 
Remain Unchanged — 


Trains Running—Order Preserved. 
The strike on the Huntingdon and 


Broad Top Railroad has been in pro- 
gress more than a week and both of- 
ficials and strikers are holding the 
ground taken when the strike was 
declared. 
There has been little or 


no disturbance along the line of the 
road, the strikers acting cjuietly and 
orderly. 


All passenger trains are being op- 


erated on nearly schedule time and 
the company is moving freight and 
coal, though crippled in the handling 
of the latter. The road is being pa- 
trolled by deputy sheriffs who were 
sworn in here last week. 


A mass meeting was held in the 


Saxton Opera House last week which 
was attended by nearly 1,000 people. 


attendance, but in bringing exhibits.' Addresses were made by brotherhood 
They are arranging for a number of 
first-class amusements and have al- 
ready prepared a splendid racing pro- 
gram. 
Last year witnessed the best 


races evex held in the county and the 
management hopes for a repetition of 
the same this year. 


The following is the program of 


classes and purses: 


Wednesday, September 22> 


2.35 Class, Pacers 
2.32 Class, Trotters 
Purse $200. 


Running % mile heats, 2 in 3,, 


2.18 Class, Pacers 
2.15 Class, Trotters 


Purse $100'. 


Purse $200." 


Thursday, September 23 


2.30 Class, Pacers 
2.27 
.Trotters 
Purse $200. 


Running mile heats, 2 in 3, 


at a salary of $1,200. There'were 
twenty-four applicants. 


Miss Bertha" C. Maugle of Everett 


is a member of this year's graduat- 
ing class at the Roaring Spring 
Training School for Nurses. Com- 
mencement will be held July 2.9. 


A party of military men 
from 


Johnstown made a trip to Bedford 
Springs recently in an auto. 
They 


resumed their journey Tuesday even- 
ing, stopping over night at Hol- 
lidaysburg. 


Miss Margaret Deffinbaugh, of the 


Western Maryland Telephone Com- 
pany, will leave today for a two 
•weeks' vacation at Bedford, where 
she will visit relatives.—Cumberland 
News, July 21. 


Saturday evening, July 31, The 


Circle will ,hold a festival on the 
square in front of the Lutheran 
Church. 
Ice cream and cake and 


other delicacies will be on sale. The 
young ladies solicit your patronage. 


Beginning. August first there will 


be all night service at the Fishertown 
exchange of the Bedford County 
Telephone Company. Mr. Faint, who 
is in charge at Fishertown, deserves 
credit for this advance step, which 
will certainly be appreciated. 


Some of the boys of this place are 


becoming quite daring and reckless 
of late. It would be well to discon- 
tinue the practice of defacing prop- 
erty with chalk and soap and tres- 


2.21 Class, Pacers 
2.19 Class, Trotters 


Purse $100. 


Purse $200. 


Friday, Septejnaber 24 


2.25 Class, Pacers 
2.22'ciass, Trotters 
Purse $200. 


Running *£ mile heats, 2 in 3 for 


horses -starting, an running races and 
winning no part of a purse, $75. 


t Free-for-all (mixed), Purse $200. 


Conditions 


„ Entries close- September 18, 12 
o'clock p. m. 
Record's made after 


September 15, 1909, no bar. 


Harness races entrance 5 per cent, 


and 5 per cent, additional from 
money winners. 
Money divided 50, 


25, 15 and 10 per cent. 


Running races entrance 5 per cent. 


and 
5 per cent, additional 
from 


money winners. 
Money divided 60, 


80 and 10 per cent. 


Races according to the rules of the 


National Trotting Association. 
Five 


to enter and four to start. Special 
races will be named for the above if 
not filled. Right reserved to change 
the order of program. A horse dis- 
tancing the field to receive one money 
only. Hopples not barred. 


The usual weather clause will pre- 


vail. 


Hay, 


officials who discussed the differences 
between the company" and the men, 
principal of which is the seniority 
rule. The addresses were not of an 
inflammatory nature. On Sunday the 
members of the Brotherhoods attend- 
ed church in a body, both morning 
and evening. 


Nothing was accomplished at a 


conference held in Huntingdon this 
week between the 
Company and 


Brotherhood committees, which was 
also attended by Charles P. Neil, 
Commissioner of Labor, of Washing- 
ton, D. C. 


ESTABLISHED IN I8o§ 


COMPANY H AT SOMERSET 


Battery D, Third U. S. Field Artillery, 


Passed Through Bedford. 


Five regiments 
of 
the National 


Guard, of Pennsylvania, having a 
total of 48 companies, three troops 
of cavalry, one or two batteries of 
artillery, and a detachment from the 
regular army will go into camp at 


TO BE COIPLETED 


Also 
Jjiue 
From 
Somerset 
Coal 


Fields. 


The following article from 
the 


Pittsburg Post concerning the com- 
pletion of the partially built Midland 
and the construction of a branch into 
Somerset County coal fields is of in- 
terest: 


John Knox 


After an illness of four years from 


paralysis, John Knox passed away 
at his home here on Friday, July 16, 
at the age of 62 years, seven months 
and 18 days. 


He was a son of Thomas and Re- 


becca Knox and was born at this 
place on November 28, 1836. 
De- 


ceased was unmarried. One brother 
and three sisters survive, as follows: 
Joseph, Miss Eliza and Miss Mary 
Knox, all at home, and Mrs. Malinda 
Lysinger of Wilkinsburg. 


Rev. M. L. Culler had charge of 


the funeral services, which were heia 
at the late bome^ Monday afternoon. 
Interment in the cemetery'-.at- this 
place. 
' 
v 


each having eight companies, and the 
Sixteenth and Eighteenth, each com- 
posed of twelve companies. 


The advance detail of Company H 


left Bedford for Somerset on Wed- 
nesday, consisting of Sergt. C. C. 
Brightbill and Privates Charles L. 
Dallas, Neal Barefoot, Frank Corle, 
Walter 
McCreary, Harry Heming, 


~<loyd Smith and Harry Hughes. 


The Company, in charge of Capt. 


u F. Statler and Lieutenants Fred A. 
Metzger and Howard Feight, left 
Jedford yesterday. 


TT. S. Battery Passes Through 


Yesterday morning shortly after 6 


o'clock Battery D, ord U. S. Field Ar- 
tillery, 
Fort 
Meyer, Va., passed 


through Bedford en route to Somer- 
set, being detailed with Troop B of 
the loth Cavalry to attend. 


The Battery came here from Mt. 


Gretna under command of Capt. T. 
M. Horn. There are 130 men in the 
command and they have with them 
135 horses, four guns and" a number 
of wagons. They camped at the Nar- 
rows below town Wednesday night, 
where they were visited by many 
Bedfordites. 


Somerset tomorrow. 
The regiments 
"Surveys have been made and con- 


are the Fifth, Tenth and Fourteenth, struction will be started in the near 


future by the Pennsylvania Railroad 
Company on a new branch line 
through Somerset County. The road 
will open up a coal belt of about 40,- 
000 acres, owned principally by the 
Berwind-White Coal Company. 
The 


route of the new line extends from 
Ashtola to the Midland Railroad, now 
in course of construction. Coal will 
be handled over the branch lines to 
Hollidaysburg and to the main line at 
Petersburg, thus eliminating entirely 
the long haul over the South Fork 
branch and through Altoona to the 
eastern coal markets. 


"One of the interesting features in 


connection with the plans submitted 
to the executives is that the grade is 
entirely with the eastbound ship- 
ments and the cars could be run by 
gravity alone from Ashtola to Peters- 
burg. 
In bringing the heavy coal 


trains from the Somerset field under 
the present arrangement the heaviest 
type of freight engines used on the 
Pennsylvania system are required to 
haul the load to the mountain top at 
Gallitzin. 
The new route will do 


away with "pushers" entirely and 
heavy engines will not be necessary. 


"The construction of this line is 


the result of a recent joint inspection 
of the property in that section by of- 
ficials of the Pennsylvania Railroad 
and the Berwind-White Coal Com- 
pany." 


PEBSON1IL 


Jacob Chamberlain 


Saturday morning, July 17, Ex- 


Sheriff Jacob Chamberlain died at 
his home in this place after an ill- 
ness of more than eight months. The 
deceased was a son of Henry and 
Catharine Chamberlain and was born 
in Hopewell Township on January 7, 
1833. He was 76 years, six months 
and 10 days of age. 


He moved with his parents to East 


Providence Township and 
on the i 


13th of March, 1856, was married to 
Miss Esther Feight 
of 
Colerain 


Township, wh.o 'died July -i-. 
He> served through the Civil 


Arrivals and Departures of Residents- 


and Visitors. 


IN T H E S O C I A L WORLD? 


The Column Everybody 1^-atll!,—Chafe 


About Your Friends and Neigh- 


bors—Here ami Tb«>r«i- 


Miss June Amos spent SumUy in, 


Hyndman with friends. 


Hon. 
D. M. Stoler of Sailed was 2. 


Bedford visitor on Saturda? 


Mr. A. Boyd Kmch of Juniata v/as 


a Sunday visitor in our tcwn 


Mr. J. A. Hufferd of Mann's Choice- 


was a Saturday caller at this office 


Mr. Sol. S. Metzger was borne from- 


few days, tiio past: 
Philadelphia a 
week. 


straw and stabling free to 


horses entered in the races or for ex- 
hibition purposes. 


For entry blanks and other infor- 


mation address, 


WM. BRICE, JR., 
ROSS A. STIVER, 


Race Committee. 


William T. Mellott 


William T. Mellott was born No- 


vember 8, 1844, and died at his home 
near Mattie, this county, on July 14, 
his age being 64 years, eight months 
and sir days. 


Deceased was twice married and is 


survived ' by his wife and 
three 


daughters: 
Elsie, wife of Ephrairn 


A. Mellott of Monroe Township; Ella, 
wife of C. O. Rinard of near Hope- 
well, and Elizabeth at home. 


Rev. J. Guldin of the M. E. Church 


conducted the funeral services, which 
were held in Stevens' Chapel last 
Friday. 


Deeds Recorded 


Susan D. Claar to Mrs. Ida Dively, 


10 acres in Kimmell; $105. 


Susan D. Claar to D. A. Claar, 47 


acres in same; $472. 


George W. Claar, by admr., to J. 


A. Mock, tract in same; $12. 


J. A. Mock to Miriam Claar, same; 


$18. 


William P. Schell to Samuel Aks, 


400 acres in Union; nominal 


passing on the gardens, or some of j 
Sarah C. Burk to Harry B. Coder 


our citizens will be forced to resort j tract in Kimmell; $125. 


Mrs. 
Mary A. Deflbaiigh 


Mrs. 
Mary A. Defibaugh, aged 51, 


of Cumberland, died Saturday, July 
10, at midnight of typhoid fever. 
Mrs. 
Defibaugh had been ill only two 


weeks. 


Mrs. 
Defibaugh was known all 


to more stringent methods. 


The constitution and by-laws of 


the Bedford Board of irade" are in 
the hands of the Secretary, D. C. 
Reiley, Esq. They have already been ,Samuel Wentling, 26 acres in same; 


Jacob Wentling to Martin Huff- 


man,, tract in Cumberland Valley; 


W. H. Wentling, by admr., to 


signed by about forty members. $325- 
Every man interested In Bedford's 
welfare should sign the by-laws and 
become a member-In-fact without de- 
lay. 


The Bedford Springs Tennis Club 


will hold^thetr annual tournament for 
tbe championship of Southern Penn- 
sylvania-the week of August 16. The 
following Tuesday, August 24, the 
tournament for the championship of 
the Allegheny Mountains will be held 
by tbe • Potomac Club on the Club 
courts at Cumberland, Md. 


Robert Allison of Wlndber is. laid 


up At tflis home as thevresult of a 
frightened cow rnnnlng. away and 
trampling hie left leg, near the knee.- 
Mr. Allison is 71 years of age, and 
moved to Wlndber from near Spring- 
hope a year ago. He was In the Civil 


Samuel Wentling to Martin Huff- 


man, same; $325. 


M. R. Huffman to Amanda A. F. 


Cessna, sa'me; |750. 


"Samuel S. Gump, Treasurer, to A. 


Enfield, 30 acres in same; $13. 


George W. Ha»ks to Harry C. 


HIte, two tracts in same; $2,200. 


'State Democrats Meet 


At a meeting of the Democratic 


State Central Committee In Harris- 
burg on Wednesday Senator A. G. 
Dewalt of Allentown was unanimous- 
ly re-elected cha|rman and Samuel 
Kunkel ot-Harrlsburg, treasurer. The 
State Convention will be held In that 
city on August 4. 


The choice of Samuel Kunkel as 


treasurer marks the retirement from 
active politics, on account of 
111 


throughout South Cumberland and 
she held the respect and esteem-of 
all who were acquainted with her. 
She was a very devout woman and 
constant in her work in behalf of the 
church while she was ever ready to 
assist in any matter leading to the 
advancement of her 
friends 
and 


neighbors. Her death will be deeply 
regretted by a large circle of friends 
who had grown to love and revere 
her. 
As an ever active worker and 


member of St. Mark's 
Reformed 


Church, Mrs. Defibaugh's loss is felt 
to be irreparable. 


Mrs. Defibaugh is survived by two 


children, John G., a machinist in th 
B. & O. shops, and Minnie B., both 
at home. 
She is also survived by 


one sister, Mrs. Frank Schlemmer. 


The fumeral took place Tuesday. 


July 13, from the home at 2:30 
o'clock with interment in Rose Hill 
Cemetery. Mr. and Mrs. J. B. May 
of this place, who are relatives, at- 
tended the funeral. 


War, 


having enlisted in 1861 Us a member 
of the 22d Pa. Cavalry. 


Mr. Chamberlain was elected Sher- 


iff of Bedford County on the Repub- 
lican ticket in the year 1887 and 
served three years. 
Previous to his 


election as Sheriff he had filled the 
offices of Tax Collector and Constable 
in East Providence Township for sev- 
enteen years. 
He was a director of 


the First National Bank of this place 
at the time of his death and had been 


SPECIAL CHURCH SERVICES 


Large Audience Present—Many At- 


tended Wood Recital. 


St. Joh'n's Reformed Church was 


crowded at both services last Sun- 
day, r when the t anniversary of the 
birt\of John Calvin was celebrated,' 
Rev, C. J". Musser made an- address 
at the morning'service and a solo 
was 'rendered by Miss Helen Fo>-, 
who is a guest at the Arandale. Dr 
D. D. Wood of Philadelphia presided 
at the organ at the evening service 
.and Mrs. Wood delighted the congre- 
gation by her singing. 
Dr. Wood, 


who is over 70 years of age and has 
been blind for 40 years, is organist 
in St. Stephen's Episcopal Church in 
the Quaker City. 


Tuesday evening Dr. and Mrs. 


Wood gave a recital in the church to 


for about ten years. He served as a I a large and 
aPPreciative audience, 


member of the Borough Council and The latter P°ssesses a charming 
also as an Assessor. He was a mem- voice and her listeners were loath to 


O. O. F. 


Deceased 
is survived by three 
This entertainment was 


— - • 
-..--u 
IT UU U, JJ^T-.ll I— 
_ 


her of Ray's Hill Lodge, No 776 I dePart when the closing number 
- - -- 
' 
drew near. 
drew near. 
pronounced one of the best ever 
given in Bedford. 


Favorite Overture, Aube'r; Recit 


& Aria—"On Mighty Wings Uplift- 
ed," Hayden; Nocturne, Schumann; 
Spring Song, Mendelssohn; Vocal— 
"Bonnie 
Charlie" 
(Old Scotch), 


"When the Roses Bloom" (Old Ger- 
man), 
"The Lass With the Delicate 


Air" (Old English); Dead March 
(Saul), Largo (Xerxes), "Sing Unto 
God" 
(Judas Maccabeus)—Handel; 


"Slumber Song," D. D. Wood; Offer- 


War, having been enlisted in the 61st fbealth, of tton. B. F. Meyers, who 
Regiment, Pa. Vole. 
for years held this office. 


Accident*!!? 


On Tuesday Thomaa Bagley- went 


into Metzger's store to^purc&ase some 
cartridges and while handling nls- 
pistol, with an unsteady band, acci- 
dentally discharged - it. 
The ball 


struck a stove and glanced, striking 
a traveling man, who was talking to 
several other men, on the hip and In- 
fiictjng a slight wound. tBagley was 
later locked up on charges of dis- 
orderly conduct and carrying con- 
cealed weapon. 


Call and cee our, sample* of «u- 
tlonery, bill .heads, shipping tag*, 
labels, calling cards, and anything 
you may need. We can please yoa, 


daughters and one son, as follows: 
Mollie, wife of Isaac J. Grove of Ev- 
erett; Emma, wife of Joseph M. 
Souser of Napier Township; Miss 
Jennie, who made her home with her 
father, and Harry C. Chamberlain, 
:ashier of the First National Bank of 
Pitcairn. He is also survived by one 
brother, Eli Chamberlain of Free- 
port, 111. 


The deceased was a member of the 


.utheran Church since his boyhood 
days, having joined the Mt. Pleasant 
Lutheran Church in East Providence 
Township and when he moved to Bed- 
ford brought his certificate of mem- 
bership to the Trintiy Luth ran 
Church. 


Brief funeral services were held at 


his late residence Monday evening 
which were conducted by his pastor, 
Rev. M. L. Culler, D. D., assisted by 
Rev. 
J. W. Lingle. Bedford Lodge, 


No. 202, I. O. O. F., attended the ser- 
vices in a b6dy. Tuesday morning 
the remains were taken to Mount 
Pleasant Lutheran, Church, where 
Rev. Culler preached the funeral ser- 
mon. 
Rev. George C. Probst of that 


township, who was pastor of the 


Mrs. 
W. R. Piper and tr. o daugh- 


ters were Wednesday visitors in Cum- 
berland. 


( Miss Elsie Oglebay has returned? 
to ner home in Cumberland after a. 
visit here. 


Mrs. 
A. C. Kintner of Cnzoberland 


is here on a visit to her si-»t<?r, Mrs 
T. H. Leo. 


Mr. and Mrs. Peter A. Reed, ol Ty- 


rone, were recent guests of Mr. Wil- 
liam 5. Reed. 


Mr. W. V. Taylor and Dr. W. W.. 


Van Ormer, of Schellsburg, wore irr- 
town OG Tuesday. 


Mr. Ralph Petriken 01 Jo&o«,tovm.' 


is here pn a visit to his grant] toother,. 
Mrs. Blackwelder. 


Cashier H. C. Chamberlajti of Pit- 


aim was called home by tie death* 


of his father last Friday. 


.Miss Rose Feight of B/erett is- 


spending a few days here v/Jtb Mr. J. 
Howard Feight, her brother. 


Atty. Charles G. Brown an* little- 


daughter, of Huntingdon, v,ere Sat- 
•arjlay visitors at this place. 


•' _"Mrs. Joseph Penrose oft 
iff spending a few days at tir 
of Jaer brother, Mr. W. B. JUojS 


Mrs. 
J. J. Burns and .soflj vf-AV- 


jtoona are guests of Mis. Burns!' 
brother, Mr. George A. Calhoiia 


Mrs. 
Watson 
W. 
Sti filer an<t' 


daughters; of Elkms, W. V? , are 
guests of relatives at this, »>«iee 


Mr. and Mrs. Harry Blac.'<biina, of 


Canton, O., are guests of Commis- 
sioner C. W. Blackburn at Pen tit. 


Mr. John T. Gephart of Lancaster 


was greeting old friends al ins for- 
mer home a day or two this 


Miss Margaret Frazier ha'., return- 


ed- to this place after an e'tended 
visit in Cumberland with her brother. 


Mr. John G. and Miss Minnie Defi- 


baugh, of Cumberland, are visitors at 
the home of Mr. J. B. May and fam- 
ily. 


Mr. Harry K. Filler of 'Youngs- 


town, O., was at his parents' Souae m 
Rainsburg from Friday until Mon- 
day. 


Mr. and Mrs. Richard C -lall, of 


Echo Vale, have as a jjue<t their 
friend, Miss Josephine Brady, of Har- 
risburg. 


Misses Helen and Haz^t Baruett,- 


Juliet Wright and Katberjnt. White- 


tory, "Pilgrims Song of Hope," Ba- arc spending this week'a' Sulphur 
tiste; "Miriam's Song of Triumph,"'Springs. 
Remecke; Improvisation on Familiar ' 
Airs. 
Mr. Walter E. McCreary, O'C/pnc 


tor of the Commercial Hot-i, hlynd— 


Cornish-Carter~ 
' man> Was a business> visifo 
„. rr en. 


On Wednesday, July 21, at noon at! Tue9day' 


the residence of Mr. and Mrs. A. B. I 
Mr- Ed> ° El"nest ant; 'am,^, of 


Egolf, South Juliana Street, Mr. Ed-' Eidorado> are visit-ing ia 
Gotlford' 


ward J. Cornish and Mrs. Salinda c. I Township at tne kome o' VM 
A.dairr 


Carter, both of Omaha, Neb., werej^- -Diebl. 
married, Rev. Henry B. Townsend of-j 
Mrs. Louis Coif el t and two 


«hurch when the deceased became 
member, spoke on his life. 
The 


burial took-place In the grounds ad- 
joining. 


More than five hundred people 


gathered at the church to show their 
respect for their former neighbor and 
trlend,. 
Hon. J. H. Longenecker, 


Patrick Hughes, A. B. Egolf, Mr. and 
Mrs. 'Baltzer Snyder, and George 
Poicta, Ewj., were among those who 
accompanied the remains. 


ficiating. 


The bride is an aunt of Mrs. EgoJf 


and widow of the late Levi Carter, 
founder of the Carter White Lead 
Company of Omaha and Chicago. 
The groom is a member of the Board 


Kverett Cashier Resigns 


pn account of 111 c healtb James B. 


Manning has resigned as cashier of 
he First National Bank of Everett. 
At a recent meeting of the board of 
director*) Leslie Blackburn wAs elect- 
ed acting cashier .and James Wll- 
iams of Hench, clerk* ' Mr, Manning 
will go west next month. 


of Directors of the National Lead 
Company and manager of the Chicago 
branch of the company. He is also 
President of the Carter White.Lead 
Company, Ltd., Montreal, Canada. 


The bridal party departed Immedi- 


ately after the ceremony and will 
make an automobile tour through tbe 
White Mountains -to Montreal, and 
Quebec. 


«hd- 
.s of" 
, At 


Marriage licenses 


Frankjlln A. Arnold of Bedford 


Township and Caroline Hadden of j East John Street. 


dren, of Philadelphia, are 
+•.£$ Dr. Lawrence M. 
Wolfsburg. 


Dr. and Mrs. M. W. Carter, o£ 


Bellville, 111., are guests of their son- 
in-law and daughter, Mr. and Mrs.. 
A. B, Egolf. 


After spending two rcontbs at: 


Lake Placid In the Adirondack Moun- 
taino, Miss Nannie Schell has return- 
ed to Bedford. 


Mrs. Oscar Burket of O&.l&fe<«ea fe-r 


spending some time- with her pa*1---" 
enta, Mr. and Mrs. David O. Serith, of.: 
West Pitt Street. 


Rev. and Mrs. A. R, Bartfa-otomew,, 


ef Philadelphia, are guests of the lat- 
ter'B mother, Mrs. Ellen li Hal!,, 


Ewardsburg, >Mich. 


Carter, of Omaha, Neb. 


Howard E. Rhodes of Eajrt Provi- 


. KagarJse, Esfa,, -astfson. of" 


|aong of Point, Messrs. D. F. Criss- 
roan of R. F. D. 2, Daalel Bcegle of 
dence and Ruth Foor ot West Provi- coTerau, and H. L. 
dence. 
o 


rinr* u-rh«^» ™« . ™,^ 
,flOIM> were among yesterday'* 
Cloyd Elberfc Way of Flshertow* ford vlgUors. 


5 -» -i. 


and Sarah Anr.a Oster of Osterburg.' 
«B Fowrtb Pag*.) 


1EWSP4PERS 
1EWSP4PERS 
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Editors View Canadian Sights 


Annual Trip 


on 


HAPPY WOMEN 


BRIGHT P I O N E E R L A D Y 


3«iiv»-L ol Bays, Queen oi Ontario 
^uk't—Great Fibbing AVaters— 


Xaiues of the Party. 


A Hide Xo. 2 


Ottawa, Oiitaiio. 


We use now in the capital of the 


Dbmuuoii ot' Canada, but we must 
leav^ toe description of this beautiful 
citv f->! a latei article 


1'h-iity of Them hi Bedford, and Good 


Reason for It. 


Wouldn't any woman be happy, 
After years of backache suffering, 
Days of misery, nights of unrest, 
The distress of urinary troubles, 
She finds relief and cure? 
No leason why any Bedford reader 
Should suffer in the face of evi- 


dence like this: 


Mrs. 
John Hershberger, Pitt St., 


Bedford, Pa., says: 
"I had been m 


! poor health for some time, owing to 
| weakened kidneys and I had nearly 


I all the symptoms that accompany a 
| case of kidney disease. When Doan's 


I Kidney Pills were brought to my at- 


[ tention, I procured a box at Dull's 
Drug Store and they gave me relief 
from the first. I continued their use 
and am glad to say that they bene- 


i Sted me wonderfully." 


I 
For sale by all dealers. Price 50 


Ic ir.jj 


mite' ttxnt 


be a matter of interest to cents 
ihe Inter-State Commerce | 


Foster-Milburn Co., 
Buffalo, 


York, sole agents for the United 


laws do not effect Canada, hence the Scares. 
Remember 
the 
name—Doan's— 


July 16-2t. 
railroads -and navigation companies | an(j take no of her. 
are not prevented from issuing poss- 1 _ 
., 
— _____ - __ — _ 
- — 


es oi running special trains or ex- | i^\ie is 100 feet lower than the Lake 
tecdirs courtesies 
I ot 
Bays, and 
the 
mountain over 


.Oil rlus trip our chief host is the j v/hich the railroad traverses, is 130 


Miss Edna Sansom, Democrat, In- 


diana, Pa. 


Harry Slep and wife, Mirror, Al- 


toona, Pa. 


Miss Edith Smith, Messenger, In- 


diana, Pa. 


Ernest 
G. Smith and mother, 


Times-Leader, Wilkes-Barre, Pa. 


S. W. Smith, Montreal, Canada. 
R. McC. Smith, Special Passenger 


Agent, Grand Trunk Railway System, 
Montreal, Canada. 


ago in the fullness of their hearts 
and in return for the many favors re- 
ceived at the hands of Mrs. Robert- 
son, the Indians very gratefully mads 
a large fancy basket, one of the most 
beautiful it was possible for the ex-' 
pert hand of the tribe to weave, and 
tendered it to this Scotch lady, as a 
token of their high esteem and as a 
lasting evidence of their good feeling. 


While she is a Canadian and a sub- 


ject of the British crown, she thinks 


Hon. Harry A. Thompson (Presi- ' the United States should control Can- 


dent), Times, Tyrone, Pa. 
» 


J. H. Trescher and wife, Dispatch, 


Jeannette, Pa. 


George W. Wagenseller and wife, 


Post, Middleburg, Pa. 


R. T. Wiley 


Elizabeth, Pa. 


F. T. Wilson 


and wife, Herald, 


and wife, 


Brockwayville, Pa. 


ada. The Canadians are not as pro- 
gressive as she would like to see 
them. She is an ardent admirer of 
President Roosevelt and believes that 
if they had more "Yankees" in Can- 
ada, 
there would be more progress. 


We should like to devote more 


Record, time to this remarkable woman, this 


pioneer, but it is getting late and if 


Grand Ti unk Railway. The company 
furnished a special train for the en- 


feet higher than Peninsular Lake. 


At last we are landed ou the coast 


tire land trip. 
The tram left Ni- j of the Lake of Bays, the largest lake 


agara Falls, Ontario, Canada, Mon-1 m the Huntsville district. 
Here 


rests the "Iroauois," that model 
day morning, June 21, landed us at 
Penetaug, then the train ran light to 
Rose Point, near Parry Sound, while 
the Northern Navigation Company 
furnished a boat from Penetang to 
Parry Sound on the Georgian Bay. 
A clul) dinner was served on the 
boat. 


Tuesday morning the steamboat 


"'Emma" carried us 
from Parry 


Sound to Rose Point where the Grafld 
'Trunk special train was in waiting. 
The territory from Rose Point to 
Scotia Junction is a vast wilderness 
from which the best timber has been 
cut.' "We reached Scotia Junction at 
12'30 where an elaborate luncheon 
•was served. We again, resumed our 
aotrrnei" and reached Huntsville, in 
the ijalce of Bays District." In Hunts- 
•ville we met that prince of good .fel- 
lows, Charles O. Shaw, President of 
ithe Huntsville & Lake of Bays Navi- 
gation. Company. He placed at our 
disposal that beautiful steamship, 
"Algonquin." The "Algonquin" first 
steamed, the party around Vernon 
Lake and ^returned to Huntsville to 
meet the regular train prior to start- 
ing on the journey across the Lakes. 
The genial Mr. Shaw accompanied 


party. The boat steamed out in- 


to Fairy Lake. We noticed numer- 
ous cottages and hotels on its banks 
and the green foliage reaching down 
-to the water's edge. 
On the many 


islands in the lakes are boat houses, 
1>ungalos and cottages. 


Now we approach what seems to 


Tje .the end of the lake and the pas- 
sengers on board are sure that the 
boat must turn and can proceed no 
farther. 
The sight for a time was 


very deceptive for just when no re- 
lief seemed to be in sight the pilot 
turned the boat into a narrow, crook- 
ed stream, which was onces a creek, 
but it has been dredged to make way 
for these splendid steamers. 
With 


twists and turns she plows her 


way through the Peninsular Lake, 
aaoth£t' charming sheet of water 
sorae three miles in width. 
Here 


the- boat speeds up and seems to de- 
light in- plowing a path through the 
•watery passage. Here, too, are found 
cottages, hotels and boat houses. 


Having crossed the lake, the boat 


lands at North Portage, where we 
found th,e most unique railroad on the 
American continent. It is called the 
Huntaville & Lake of Bays Railroad 
Company, of which Mr. Shaw also is 
president. The baggage and paggen 
gers were all transferred to the rail 
road train composed of two small en 
gin.es, two passenger cars and a bag 
gage car 
The road is about a mile 


long and standard gauge width and 
is used for the purpose of transport 
ing passengers between Peninsular 
Lake and the Lake of Bays 


A peculiar feature of the situation 


exists in the fact that Peninsula: 


ship, whose proud duty it is to plow 
the placid waters of that most beauti- 
ful of lakes, the Lake of Bays. 


The lake is well named. It takes 


ts name from the many bays that 
re found on all sides around the 
ake. The bays vary in size from a 
mall projection into the land up co 


body of water that looks like a 


ake itself. 


The Lake of Bays is far the largest 


n the Huntsville District. From the 
deck of the "Iroquois" can be seen, 
ome inland 
scenery unsurpassed. 


"he wooded hills billow away in 
very direction, not a rough, inhos- 
litable shore always, for here and 
here are wide open reaches running 
down to the lake and sometimes 
way high on the hills are fine farms 
rom which the lakeside hotels draw 
new garden truck, fresh butter, but- 


ermilk and sweet cream for the 
ummer tourists. There is a ten-mile 
ail across the Lake of Bays, bnt 
many an enthusiast has taken off his 
hat long before he has reached the 
lalf-way island, 
and named her 


Queen of Lakes as she smiled up at 
he blue sky, her emerald island jew- 
els glowing upon her quiet breast 
The very trees that top the high hills 
hat surround her shores seem to 
=,ing the praises of the Lake of Bays. 


By Tuesday at 6:30 p. m. we land 


at Norway Point, on the southern 
ihore of the Lake of Bays. Here was 
erected a year ago, a modern up-to- 
date hotel called the "Wawa Hotel." 
The name "Wawa" is from the In- 
dian language and means 
"Wild 


joose" There are more than 100 
arge rooms, every room supplied 
with hot and cold water, many rooms 
with bath. 
The drinking 
water 


cornea from a pure spring, while an 
electric plant furnishes the current 
for lighting the hotel. 


It is nothing more nor less than 


bringing an up-to-date hotel among 
the fascinating scenes of primeval 
forests. 


This 


JOYF1 fj 
Hr-I.ITCF FUOM 


I'ATIOX 


CONSTF 


J. H. Zerby, wife and daughter, 


Republican, Pottsville, Pa. 


Tuesday evening was most delight- 


ully spent on the hotel verandas, 
vhile the, hotel orchestra, composed 


seven young men of the College 


)f Toronto, dispersed soul-inspiung 
music. 


Wednesday morning the time was 


pent with a baseball game, fishing 
nd bathing. 
In the afternoon, Mr. 


3haw had his large boat "Iroquois" 
at the dock and took the party all 
jver the Lake of Bays. Among the 
oints visited were Dorset, where a 


half dozen or more of our party pro- 
ured fishing licenses and drove a 
distance of four miles to Hollow 
.ake, which in the Indian language 
s called, "Kahweamjewaganog." It 
s easier for the average tourist to 
atch fish in this lake than to pro- 
nounce the name of the lake. The 
jarty returned with a nice catch. 


place was our home from 


Tuesday evening until Friday morn- 
ing. The party consisted of the fol- 
lowing persons: 


Miss Hattie Alter, News, Shippens- 


burg, Pa. 


P. J. Bartleson and wife, Advertis 


er, Sharpsville, Pa. , 


A. B. Burk and wife, North Ameri- 


can, Philadelphia, Pa. 


Miss Agnes Cook, Times, Monon 


gahela, Pa. 


Miss Elizabeth Cook, Times, Mo- 


nongahela, Pa. 


Miss Grace Cunningham, Demc 


crat, Indiana, Pa. 


A. L. Etter and wife, Journal, Mid 


dletown, Pa. 


J. H, Fleming and wife, News 


Shippensburg, Pa. 


Clark Fleming, News, Shippens 


burg, Pa. 


Miss Fleming, News, Shippensburg, 


Pa. 


Mrs. George Robertson 


One of- the most delightful 
and 


unique characters in our experience 
esides in rear of the Hotel "Wawa." 
!he is a Highland Scotch lady, whose 
maiden name was Elizabeth Forest. 
As a young girl she was educated in 
rlasgow, Scotland, and for some 
fears was a nurse for a family trav- 
ling over Europe. 
She traveled 


hrough all the important countries 
>f Europe and in search of freedom;1 
same to America and became the 
wife of George Robertson. Hand in 
hand they wandered to Norway Point, 
where 
now 
stands 
the 
modern 


'Wawa" Hotel. 


Forty years ago they wandered in- 


,o the wilderness and took up 200 
acres of government land, later ac- 
quiring 40 acres more, all of which 
was sold a year ago to the Canadian 
Railway News Company lor the hotel. 


Emigrating from the sunny hills 


of Scotland, mingling with the cul- 
:ure and refinement of France, wor- 
shiping at the shrine of the famous 
Norman McLoud of the Established 


Church, by whom she was baptised, 


Mrs. Robertson wandered into the 
thickets and- wild forests of this 
!anadian region and with the excep- 
tion of three months' visit to Glas- 
;ow, has spent 40 years in the wil- 
derness. 


You naturally would expect that 


during all these years in the isolated 
forests, Mrs. Robertson would not 
keep track of events. 
Far from it. 


She discusses events and men with 
the most versatile of the cosmopoli- 
tan. 


Tone- H, p llu- 
Kosiiiluto the Bow- 


el1- jincl be Healthy and Happy. 
There aie thousands and thousands 


of red blooded, healthy, happy people 
in America t-oday that will praise the 
merits o£ Booth's Laxative Pills. 


These people knew what it was.io 


suffer fiom constipation with its con- 
sequences, and they know that the 
offe remedy that removed the causa 
and made them happy,, was Booth's 
Laxative Pills. 
Results are sure and delightful," 


and you'll, never. go back to the^old 
slam bajig cathartics after once 
Booth's Laxati'vo" Pillfe. 
•'Boo! ""'VLavait'vc1 Pills \vorc 
mo, and 1 found 
that I gained 


strong1 U frop.i thoni. 
As a tonic for 


the "liver," ' s'tpmach 
and 
bowels _ ,1 


woul'd Dot' a^li' (or a'ljcttcr remedy.''' 


'Van AMa, -Albion, Mich. - 


F 
vV Jordan soils Booth's Laxa- 


tive Pills for 25 cents a large box. 
no sure .'intf trr them to regnlato the 
liver ,jnd cure- constipation. 
'"• ' 


Cures indigestion 


3t n fit;\(?.s stomach. misery, sonrstorn,. 


nrli, bolf lu'iig, and cures all stomach clis 
o iso or moiiey bat'k.' X.arge box' of tab- 
lets 5<> cents. -Druggists in all 


She is now 63 years of age. 
Her 


husband died six years ago. During 
most of the forty years, the family 
lived almost entirely on the products 
of their own soil. They never had a 
doctor in the house, they used the 
herbs of the forests as their medicine. 
They raised a family of three daugh- 
ters and one son, all of whom are 
educated, and have the brightness 
and vividness of the mother. 


They tapped the maple trees and 


made maple sugar; they raised corn 
and baked Johnny cakes and Johnny 
cakes until she said she was ashamed 
to look at corn. They fished the. lakes 
and hunted the forests and lived on 
deer and fish. They spun their own 
clothing and up to recent years could 


j boast that their well laden table v> 


\ the product of their own land. 


M. J. Gallup and wife, News, Mt. ! 
No one without the experience can 


Jewott, Pa. 
realize the hardships and privation 


R. K. Godding and wife, Republi-1 endured by the pioneer in this or an> 


can Kane Pa 
I other region and it is but fitting and 


C. R. Griffith and two daughters, Proper that the tourist of toda; 


Independent, Marion Centre, Pa. 
should fal1 down on his knecs an 


time permits, we shall speak more of 
her later. 


Our stay at the "Wawa" was most 


delightful and to leave Friday morn- ! 
ing was a rather reluctant job, but 
the itinerary must be carried out. We 
eturned by boat and the "Hot Ta- 
nale" Railroad to Huntsville. 


Huntsville is 145 miles north of 


'oronto, a picturesque little town 
uilt on the bank of the beautiful 
'airy River, which flows into Fairy 
.ake and out again. 


This territory is like other districts 


n the "Highlands of Ontario," and 
et not quite the same. 
For one 


hing, the region around about it is 
ougher', the surrounding hills are 
higher and the lakes deeper. 


The main feature, the chief charm 


f the district, however, is the gently 
loping shores and sandy beaches, 
here is scarcely a mile in all the 
hore line—and there is a mile for 
very day in the year—without a 
andy, pebbly beach, and some of 
hem are miles in length. 


A sail through these winding wa- 


erways and lakes of the Lake of 
Bays District on one of the new elec- 
ric-lighted steamers is a thing to be 
emembered. 


From Huntsville, we again take the 


pecial train on the Grand Trunk 
railway for Ottawa, the Canadian 
apital. 


A Few Good Hotels 


The traveler who contemplates a j 


rip over this most interesting terri- 
ory will be glad to have a list of 
ome first-class hotels. 


Niagara Falls.—Here the Interna- 


ional Hot -1 on the American side 
itands the It tding hotel of the place, 
t has been remodeled and improved. 
Hot and cold water is furnished in 
every room and the table is up to the 
jest the markets of the world can 
afford. It is convenient to the Falls, 
.he trolley and the railroads. It is 
conducted by Henshaw & Steenman 
and the promenades overlook the 
Jreat American Rapids. 


Ottovva.—The Russel House of Ot- 


.awa, 
.Mulligan Bros., 
proprietors, 


stands among the best in the Domin- 
on of Canada. It is in sight of the 
Parliament buildings, the Union De- 
pot, the Rideau Canal Wharf, and has 
ust been remodeled at an expense of 
$75,000 
and 
is richly 
furpished 


throughout. 
It is conducted by 


reorge E. Mulligan, many years man- 
ager Louisville Hotel, Louisville, Ky., 
and D. B. Mulligan of the Waldorf- 
Astoria and Holland House, New 
York. 


Paisley's Quartette of Hotels 


James K. Paisley of Ottawa con- 


ducts four well appointed and well 
managed hotels. 


Parry Sound, Ont.—The Belvidere 


Hotel stands on a prominence over- 
looking the Georgian Bay. 
Boats 


land on the wharf in front of the 
hotel. 
Good boating, bathing and 


fishing. 


Aylmer, Que.—The Victoria Hotel 


is one of the best furnished and most 
nicely situated hotels in Canada, 
eight miles from Ottawa. 
Electric 


cars every few minutes. 
Orchestra 


for dancing pavilion. 


Moon River.—The san Souci Hotel, 


situated along the 30,000 Islands of 
the Georgian Bay, where black bass, 
maskiiionge and pickerel are caught 
in abundance. 


Ottawa.—The Grand Union Hotel, 


opposite City Hall, one block from 


YOU ARE GOING TO BUY 


Stockers and Feeding Cattle 


THIS SEASON 


You want to buy where you can get the best cattle for the least 


money. Write or wire at once to 


JOHN J. LAWLER 


163 EXCHANGE BUILDING 


UNION STOCK YARDS, CHICAGO 


Sound, safe, conservative, strict honesty and 


a square deal guaranteed. 


ESTABLISHED OVER 25 YEARS 


BEFERENCES: Live Stock Exchange National Bank, Chicago 


Any Mercantile Agency 
Thousands of our satisfied customers 


We handle more stockers and feeders than any firm in the -world. A big 


selection at all times. Sales , 40 to 50 loads daily. 


Come to Chicago and we -will sell direct to you, or order at once by mail 


or telegram and we will ship just what you want direct to you at lowest mar- 
ket prices. Write at once for our plan of filling orders. We can save 
you money. Write us for quotations of prices before you buy. 


But study'the paint question first. Let 
us advise you to use an absolutely re- 
liable paint that the manufacturer 
stands back of. It costs less in 
the end, because you don't have 
to order the job repeated so 
soon. 


We 


recommend 


THE EAGLE PAINT 


AND VARNISH CO.'S 


justly famous Mixed Paint, because 


for years it has proven- its lasting 


qualities and brilliancy of finish. You 


cannot buy better paint insurance for 


your home. 


For Sale by 


BI/TMYER HARDWARE COMPANY 


Bedford, Pa. 


) 
} 


depot and steamboat landin 
For 


R. P. Habgood and son, 
(Secre- 


tary, Star-Record,- Bradford, Pa 


, James Hamilton and wife, News, 


Vandergrift, Pa. 


Miss Stella Hassinger, Messenger, 


Indiana, Pa. 


L. J. Lubrccht, wife and son, Stan- 


dard, Hazleton, Pa. 


MI&S Anna McGraw, .Star-Record, 


Bradford, Pa. 


Miss Lillian McGraw, Star-Record, 


[Bradford, Pa. 
' Eugene McLaren and wife, Mirror, 
"Warren, Pa. 


J. L. Mclvin, Recorder, Claysvillo, I 
The light of civilization has now 


pa 
I come lo her home and her heart is 


I. O." Nissley and wife, Press, Mid-' leaping for joy at the thought that 


progress and enlightenment is now 
crossing where the deer and Indian 
were her neighbors. 


She was a great favorits with the 


Indians and often give them food and 
never accepted any pay. This so de- 
lighted the Indians that some years 


salute Mrs. Robertson, as the Queen 
of the Lake of Bays. She is a uniqu 
and marvelous character whose i'ev- 
crence for her Maker is wafted to the 
skies every day of her life. Fond of 
reading, she would travel with her 
snow shoes across the snow, when It 
was as high as the fences, for a dis- 
tance1 of nine to twelve miles to the 
postofilce to got her newspapers/1 She 
is still getting a weekly. Glasgow, 
paper that has been coming to her 
Canadian homo for more than 'forty 


, Pa. 


J. B. Parson, Record, Duncannon, 


Pa. 
. < F. S. Phelps and wife, Times, Erie, 
Pa. 
r Thomas 
Rodgers, 
Republican, 


Panxsutawney, Pa. 


rates of any of these four hotels, ad- 
dress James K. Paisley, Grand Union 
Hotel, Ottawa, Ont., Canada. 


Iviiigstoii, Ont. — The British Amer- 


ican is run on the American plan and 
the Hotel Frontenac' is run on the 
European plan under one matiage- 
ment, W. Tclfer, proprietor, and D 
C. Harrison, manager. 
The Hote' 


Frontonac has just been remodeled 
and is second to none in Kingston. Ii 
•has running water in- eVery' room 
The rooms are elegantly furnishei; 
and botlv hotels are Avell managed.' 


Toronto, Ont. — The Queens is one 


of the most richly appointed hotels 
in 'the Dominion and has frequent!} 
entertained the Royal parties o 
Europe. McGaw & Winnett are pro- 
prietors. The writer and wife were 
entertained at this hotel. 
G. W. W. 


LADIES' OXFORDS 


- Ladies' $3.50 Oxfords reduced to $2.98. 


Ladies' $3.00 Oxfords reduced to $2.48. 


Fine line of Carpets, Linoleums, Oil Cloths, 


Window Shades, etc. 


Don't forget our new line of Men's, La- 


dies', Misses' and Children's Oxfords, all 
colors and styles. 


Men's Shoes and Clothing a specialty. 


We will offer for the next ten days: Peaches, 


2 Ibs., 15c; Prunes, 2 Ibs., 15c; Raisins, 2 Ibs-., 
15c; 2 cans Corn, 15c; 2 cans Tomatoes, 15c; 
2 cans Peas, 15c. 
« 


W. H. STRAUS'S General Store. 
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Pennsylvania Railroad 
SIXTEEN-DAY EXCURSIONS 
„« „.„,,. (Atlantic City, Cape May 
J>/./J 
01 33.&U LU \ Anglesea, Wildwood, Holly Beach, Ocean City, 
T 
/ Sea Isle City, Avalon, N. J., Rehoboth, Del., 


$9.25 or $11.25 to 


and Ocean City, Md. 
Asbury Park, Long Branch 
West End, Elberon, Deal Beach, Allenhurst, 
North Asbury Park, Ocean Grove, Bradley 
Beach, Belmar, Como, Spring Lake, Sea Girt, 
Brielle, Point Pleasant, and Bay Head, N. J. 


Tickets at the lower rate good only in Coaches. Tickets at the higher rate 


good in Parlor or Sleeping Cars in connection with proper Pullman tickets. 
JULY 29, AUGUST 12 AND 26, 1909 


Train leaves Bedford 9.10 A. M., connecting with 


Special Train of Parlor Cars and Coaches 


running through to Atlantic City and stopping at Philadelphia, to discharge 


passengers. Tickets good for passage on Special Train or on trains leav- 
ing Pittsburgh at 4.55 p. m., 8.33 p. m., or 8.50 p. m., and their connec- 
tions going, and all regular trains returning withiu sixteen days. 


Stops will be made for meals or dining car service will be provided. For 


stop-over privileges and full information consult nearest Ticket Agent. 


Similar Excursion September ,9, 


J. R. WOOD 


Passenger Traffic Manager 


GEO. W. BOYD 


General Passenger Agent 


CHIIdroo 
Ory 


FOR FLETCHER'S 


C A S T O R I A 


SEND THEM TO 


FOOTER'S 


Everything You Have to be Cleaned or Dyed. 


Do Not Mistake the Name-FOOTER'S DYE WORKS. 


W. C. McCLINTIG, Authorized Agent. 
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Making Money 


On the Farm 


IV.—Oat Growing 


By C. V. GREGORY. 


Author of "Home Course In Modern 


Aflriculture" 


Copyright 1909. by American Press 


Association 


N 


EXT to wheat, oats are the most 


widely 
grown small grain 


crop. It is a crop that is need- 
ed on every farm for feed, es- 


pecially for young stock and horses. 
In the corn belt oats fill in a place in 
the rotation that cannot well be taken 
by any other crop The work of seed- 
Ing and harvesting fits in well with the 
•work of growing a corn crop; hence 
oats are and probably always will be 
an Important crop in the corn belt. 


In spite of these reasons for growing 


oats they are not usually considered to 
be a pwfitable crop* The price is less 
than that of corn and the yield usual 


FIG. VH—GOOD A1TD POOB STACKS. 


Jy considerably lower. Most farmers 
raise oats more because they have to 
than because they think there is any 
money-In it. If handled rightly, how 
ever, oats can be made a money crop. 


One of the most important points in 


oat growing Is the selection of seed 
that is adapted to the locality. Oats 
are a cool weather crop 
The hot 


midsummer weather of the corn belt 
Is one of the chief factors causing low 
oat yields 
When' the hot weathei 


strikes the oats they blight and rust 
badly. Many times they crinkle down 
and do nor fill well 


Advantage of Early Varieties. 


The only way this can be avoided ti 


the corn belt is to sow early varieties 
These ripen before the hottest weather 
comes and escape many of the trou 
bles that affect later oats 
Early va- 


rieties are much less susceptible to 
rust than late ones are. The selection 
of rust proof varieties is the only way 
"of combating this disease, since, un- 


like smut, it cannot be prevented by 


" treating the seed. 


Experiments at the Iowa experiment 


station show nine bushels more to the 
acre In favor of early varieties. The 
average of twelve years experiments 
at the Nebraska station gave the early 
oats fourteen bushels to the acre ad 
vantage. 
In good oat years—that is, 


those with a cool summer—the differ- 
ence Is not so marked. In such sea- 
sons the late oats yielded seven bush- 
els to the acre less than the early, 
while the medium oats yielded a little 
more. In bad oat years—and In the 
«orn belt four years out of five are bad 
from the oats standpoint—the early va- 
rieties yielded twenty-one bushels to 
the acre more than the late and thir- 
teen bushels more than the medium. 


The medium varieties are more con- 


venient, as they do not crowd In on 
haying and corn plowing like the early 
ones do. The use of Improved haying 
machinery Is shortening the time re- 
quired for putting up the bay crop, 
however. The advantage of early oats 
to yield will In most cases more than 
make up for the disadvantage of hav- 
ing the work crowded during the first 
half of July 


Early oats have another advantage 


in that they give the clover a bet- 
ter chance 
Where the oats are not 


got off the ground until the last of 
July and dry weather follows, as it 
so often docs, the clover makes little 
growth and is often killed out entire 
3y. Witb file .idoptlori of a -y<r<'iu.iTir 
rotation clover will iu 
jnrl> alwa.y^ hn 


seeded with oafs. -*o thar this is n point 
that cannoi be ignored 


It is not advisable to ship In oats 


from a distance to seed the entire 
field. 
Often you can get good early 


seed from a neighbor at little more 
than market price 
If there are no 


early oats In your community you can 
send away for a few bushels of a new 
variety and plant them in a corner of 
the field,, by themselves If they give 
good ^tlsfactlon enough seed can be 
saved from ttiem to seed the entire 
field the next season. In the northern 
.part of .the United States and In Can- 
ada? vwjbere ;the summers are cool, late 
-Tarietle* can be profitably grown. In 
such localities they glvr a greater 
yield and a larger, plumper oat 


Preparing tH* 8*«d. 


1 After tbe seed baa b«en procured the 
riekt etep Is to get it itito fthftpe to 
*ow. This'means a liberal «•* of tbe 
f»Sru5ng mill < >& l&rfee<ptr cent of tbe 
O»I»>*OWD arc sbo*cJ*d from tbe bin 
•dtttctly into tb* - «*eder.. Moet farm 
«i^wbo0do.>faD.th.Fir,,oqt» simply rap 


through . once "to. Wow',ont; the. 
And dirt *Bd sieve opt tbe weed 


t'^7«'Jw«il/t<x ran ?h«-,<wt» 


th'rttfgb the tnlll two-or'three ttfnes 
to >1>low -out »H< flje 'ftcUt deed 
TWe 


workf can 
• be-' done'' In * winter wn*n 


there in Uttfe efe* t<* tto.ir. The .light 
oat" tfeat «»e -Mown ont-*ar« jast as 
•8<M4 for fe*4 a» the. other*.'and the 
btfvy fne» that are left are worth MT* 
«r*l fitte* MS much for Med. In ex- 
pertroenfe carried on to show the co»- 
perntlve ratne of light and heavy Mta 
the light M*4 yfcMed t<#tj-m*m Awn- 


! els to tbe 'acre, the media m fifty-four 


j and the heavy sixty-two. The dlffer- 


i ence tnay not bi» this great every time, 
j but it will always be great enough to 
j pay 
well for tbe labor of fanning. 


There is au objection to using the 
heavy oats for <i!eed in that they tend 
to become n little later-each year. This, 
can be avoided by introducing some 
new seed of an early variety every1 
few years. 
Directions for breeding 


seed oats will be given in article 7. 


After the oats are cleaned and grad- 


ed they should be treated for smut. 
Smut Is a black fungus that grows 
from a tiny spore that lodges beneath 
the hull when tbe oat Is in bloom and 
the kernel open. When the hull closes 
the spore ts held inside until the next 
season, when It sprouts and sends a 
thread up through the stem to the 
bead. Uhere the smut grows, produc- 
ing a black mass where the head 
should be. Often as many as 15 per 
cent of the heads will be affected In 
this way. These black heads are not 
easily noticed, so that the damage is 
usually underestimated. 


The simplest method of treatment Is 


to spread the oats out on a tight floor 
and sprinkle them with a solution of 
one pound of formalin to forty gallons 
of water 
This amount is sufficient 


for forty bushels of oats. Shovel the 
oats over two or three times until they 
are thoroughly wet, and then pile them 
up and cover them with blankets or 
sacks 
The fumes from the formalin 


will penetrate beneath the hull and 
kill the smut spores. In the morning 
the oats should be spread out again 
and sbov&lert over occasionally until 
dry 
They can be sowed wet. but in 


that case the seeder should be set to 
sow about a bushel to the acre more, 
as they do not run through as readily. 
This work should be done on a warm 
day, as freezing while the oats are wet 
will injure the germination. This treat- 
ment costs only about a cent a bushel 
and is very effective. 


Preparing the Seed Bed. 


One of the most neglected points in 


oat culture is the preparation of the 
seed bed. Oats do better on a rather 
firm seed bed. If the field was In corn 
the year previous it will not be neces- 
sary to plow unless tbe ground fa very 
hard 
It should be disked thoroughly, 


however, to cut up the stalks and pul- 
verize the upper two or three inches 
It will usually be profitable to let the 
disk "lap tialf," as this does away 
with ridfw* and leaves the land in 
better shape. One harrowing aftoi the 
disking lea\es the ground in splendid 
shape to ret five the seed 


Methods of Seeding. 


There are several methods of seed 


ing, of which the end gate seeder if 
the wors,t and the disk drill the best 
The two main objects in seeding are 
to get the seed in evenly and at ap- 
proximately rhe same depth 
The end 


gate seeder fulfills neither of these re- 
quirements The broadcast seeder scat- 
ters the seed evenly, but it is covered 
no better than with the end gate seed- 
er since both depend upon the disk for 
covering. 
The disk drill is more ex- 


pensive and does not get over the 
ground as rapidly, but it distributes 
the seed evenly and puts It at the 
same depth. The seed is dropped In 
furrows made by the disks and thor- 
oughly covered, so that one harrowing 
is all that is necessary after drilling. 
Experiments show a considerable ad- 
vantage in yield In favor of the disk 
drill. 


At the Iowa station the average of 


four years' experiments showed nine 
bushels to the acre In favor oi' drilling 
over broadcasting. From half a bush- 
el to a bushel less seed to the acre is 
required when a drill is used, as all 


FIG VIII —HAVE GHA/N WELL SHOCKJU> 
:he seed 1<« put where it can grow tc 
the best advantage 
Clover has a bet 


ter chance In dril)i>d_ grain. The dril.' 
should be run uorrh and south, so that 
the sun can shine In between the rows 
on the, little-plover plants. 


Harvesting the Crop. 


Preparatfoa for 'harvest should be 


made by havfnk the binder in perfect 
running order beforehand. If oata tire 
dot cut 4s 'eo#n as ripe they will'al- 
most surely go down and be oloaL 


rear cure sbould be taken in abocking 
o *iee that ftjhr -bundles stand1 up arm- 
s'. If .the'sflrkw Is not too green, the 
bocks'sboctkT'W capped.'as a capped 
shock"Will-Kb*8!} rain better' A shock 
hat stands «p straight am! is well 
Capped, willM«bed a great deal of; rain 
without, w«*»ig .in much. 
> It, ts .much 


better to stack than to tbraah out of 
,toe •>«*, -i'hc oats will sweat, some- 
where, rind they w'lli;be'of better qual- 
ity, if they do it in "the.jftacfcInstead 


b«Vb*en'proV*d many 


ofer ttdftbor* IsrDotWn* to to 


•^gained by tUnmhtag oat* ftroto .-{ft* 
shock. Oat* ttyit h»ve bf*n ;penolmd 
'to gb'through the sweating 
'v ' v'' 


a, well ^protected ,«tack 'an'wiirkjt of 
tittter quality 'th*n tlxw* rfltefe tuv« 


, been harried Into ttw tbraBbar. 


THE HUNTINGDON HOSPITAL 


Plans Approved by Mrs. K. T. Blair, 


the Donor. 


An important meeting of the J. C. 


Blair Memorial Hospital Commission 
was held on Tuesday, July 13, at the 
office of Thomas F. Bailey, Esq. 
Huntingdon, at 2:30 p. m. The Com 
mittee 
on Plans, 
Architect, 
and 


Building, reported that in order to 
secure the highest grade plans they 
had offered prizes, as follows: "Firs 
prize, $100, (same to apply on con- 
tract made with architect); second 
prize, $75; third prize, $50. 
After 


mature deliberation and the consid- 
eration of the plans from every point 
of view, the prizes were awarded as 
follows: First prize, Edward L. Til- 
ton, New York; second prize, Edwin 
F. Bertolett, 
Philadelphia; 
third 


prize, Walter R. Myton, Johnstown 
In accordance therewith, Edward L. 
Tilton has been definitely engaged 
and is now preparing plans and speci- 
fications to be presented to the con- 
tractors for their bids 
The plans 


presented by Mr. Tilton, and accept- 
ed by the committee, have tbe ap- 
proval and endorsement of Mrs. K 
F. Blair, the donor of the hospital. 
The committee also reported that 
they intended, within a short time: 
to place on public view in the show 
windows of one of the prominently 
located stores, in the business por- 
tion of the town, a fac-simile contour 
map of the grounds, and perspective 
sketches of the first, second and 
third prize designs, for the informa- 
tion of the public. It is the inten- 
tion of this committee to push, for- 
ward the work as rapidly as possible 
in order to start the active work of 
building at the earliest possible mo- 
ment. 
The committee- also reported 


that they had engaged the services of 
J. Murray Africa, as engineer for lay- 
ing out the road-ways to the site of 
the hospital. 
This road-way has 


been temporarily completed and is 
now in shape for use for deliverin 
materials to the hospital site, when 
needed. 
It is the intention of this 


committee to personally supervise 
the building of the hospital as the 
work progresses, and to call in the 
architect only at such times when his 
services are imperatively in demand. 


The Committee on Rules and Reg- 


ulations of the hospital presented its 
report which was read and adopted 
section by section, but was still un- 
finished when the meeting adjourn- 
ed 
It will be taken up and finished 


and given its final adoption at the 
next meeting. 


This meeting of the commission 


was a very enthusiastic one and all 
the members present felt that the 
work of securing for Huntingdon a 
first-class hospital is now well under 
way. 
Several applications for the 


privilege of furnishing private rooms 
were received and placed on file 
with, the thanks of the commission. 
As there are but six private rooms in 
the institution it will be a matter of 
but a short time until these will all 
be arranged for and it is the desire 
of the commission that the furnish- 
ing of private rooms be reserved 
for individuals and that societies, as- 
sociations, lodges, and corporations 
be requested to devote their energies 
to the furnishing of the private and 
public wards and other rooms. 
Your Hair 
Contrary? 


Is it inclined to run away ? 
Don't punish it with a cruel 
brush and comb! Feed it, nour- 
ish it, save it with Ayer's Hair 
Vigor, new improved formula. 
Then your hair will remain at 
home, on your head, where it 
belongs. An elegant dressing. 
Keeps the scalp healthy. 


Does nol change the color of the hair. 
Auers 


formula with e«oii bottle 


• 
Show it to your 


- — 
doctor 
him about It, 


n do AB h» «3ya 


DON'T SAVE MONEY 


WHERE IT CANT GROW 


An idle dollar is a fettered giant. 
]t will do 


a giant's work if you will bid it work. 
The idle dollar is good only for its 
face value; the active dollar will 
soon double itself. 
Money- 


earning savings are your 
silent servants, but to be 
SAFELY SAVED 
they must be 
Safely 
Deposited 


HON. LESLIE M. SHAW 


PRESIDENT 


Tulce Governor of Iowa 


For Ti\ c Years Secretary of thei *" 
United States Treasury ^ 
* 


BANK 


BY MAIL 


with tbe 


First Mortgage 


Guarantee & Trust Co. 


It offers this great opportunity. It 


is an institution of conservative Phila- 


delphia, the city of homes. 
Its deposits 


are invested in First Mortgages, the safest of 


money-earning devices. 
Its President is Leslie 


M. Shaw, former Secretary of the Treasury, a m.m 


whose reputation as an astute, conservative and c'eper.d- 


able financier is international. 


A Few Dollar* placed on Depor.it in our Ar-/ 
Sav;a?» Fund will Earn you Anoually ^/< 


You don't have to turn a hard. You already know that there is r.o in- 


vestment so secure as a first mortgage. By doing business with The 3Jns( 


Mortgage Guarantee and Trust Company ycu are enabled, in conjunc:>on 


with other small depositors, to earn the same interest the rich man's tho i«-«iniU 


earn and in exactly the same way. 
Checking accounts yield 2% on JSioOand c\er. 


Start an Account Now. A few dollars deposited will blaze the TV ay for more to fol 'on. 


You can start a Savings account with as little as gl.oo. 
A bank book will be u n}<-<\ 


to you at once. Send for illustrated booklet, "How to Save." 


THE FIRST MORTGAGE GUARANTEE & TRUST CO. 


LESLIE M. SHAW, J'RtSlD> \T 


9O5 CHESTNUT STREET. PHILADELPHIA. PA. 


Methodist Day, Thursday, July 29, 


Lakemont Park, Altoona. 


The completed program for Metho- 


dist Day, July 29, presents one of the 
most attractive lines of speakers that 
the committee has been able to se- 
sure for years past. 
One of the 


noticeable features in the last years 
has been the presence of young men 
of the church -who have been brought 
on for this popular annual gathering, 
ihis year two young men are engag- 
ed and the third is decidedly "youn- 
gerly," sprightly and buoyant to a 
charming degree 


Dr. Don S. Colt of Brooklyn, N Y., 


who has made a name here years 
ago, sought for tor more than six 
years, comes for the morning. 


That irrepressible and vivacious | 


orator, Secretary Robert Forbes, D 
D , of Philadelphia will -nV.te the af- i 
ternoon address. 
| 


For the popular evening hour the 


distinguished and. gifted president of i 
the New York preachers' meeting, ] 
Dr. Allan MacRossie, has agreed to 
come 


The musical feature has a depar- 


tune. Instead of a combined chorus, 
Hollidaysburg choir will sing at the 
morning hour; Tyrone afternoon, and 
Juniata and Simpson under Professor 
Williams, at night. 


If you have pains in the back, 


•weak back, or any other indication of 
weakened or disordered condition 


of the kidneys or bladder, you should 
et DeWltt's Kidney and Bladder 
Pills right away when you experience 
;he least sign of kidney or bladder 
complaints, but be sure that you get 
DeWitt's Kidney and Bladder Pills. 
We know what they will do for you, 
and if you will send your name to E. 


. DeWitt & Co..Chicago, you will re- 
ceive a free trial box of these kidney 
and bladder pills. 
They are sold 
lere by all druggists. 


man Kodak 
Remember 


CHildron 
Cry 


FOR FLETCHER'S 


O A S X O R I A 


not say so. * Ayer's Hair Vigor, as now 
made'from our new improved formula, 
is n great preparation Tor the hair and 
scalp. Stops falling hair. Cures dan- 
druff. 
Promotes the growth of hair. 


——M»a» by til* I. a. Xy«r Co.. Low»ll, X«M.——• 


Nervons Children 


The naturally nervous child should 


early be taught the value of self- 
control. 
Instead of pampering and 


making allowances, train the boy or 
girl In self-repression, 
Dlscouca'ge 


emotionalism and never1 permit giv- 
ing-way to fits of'temp'er. 


Pennsylvania Free of Debt 


Harrisburg, July 
13.—The net 


debt of the State of Pennsylvania, 
$18,237.51, will be wiped out within 
he next two months, so far as the i 
edgers of the Treasury Department} 
.vill show. 


This announcement was made fol- 


owing a meeting of the sinking fund 
ommissioners. Interest on deposits 
las reduced the debt in three months 
from $26,000 to the amount named. 


The state debt outstanding Is $2,- 


684,617.02, of which ?2,033,500 is 
in interest bearing bonds, and to cov- 
er this amount the sinking fund com- 
mission has on deposit in banks 
throughout the state $2,666,379.51. 


In less than two months the accu- 


mulated interest will entirely wipe 
out 
the 
difference 
between 
the j 


amount of the debt and the funds on 
deposit, so that the entire debt can 
be wiped out as rapidly as the bonds 
fall due. 


A. Scaletta & 


Wholesale and Retail Dealers in 
Tropical Produce 


Bananas, Oranges, Lemons and 


Pineapples a Specialty 
A X 
i 
^/ 


1 16 East Pitt Street, Bedford, Pa. 


The best pills made are DeWitt's 
Little Early Risers, the famous little 
liver pills. 
r They are small, gentle, 
pleasant, 
easy to take and 
act 
promptly. They are sold by all drug- 
gists. 


A Goodl Combination 


Have The Philadelphia ,Pres$, serv- 


ed with your breakfast every morn- 
ing. Order from -your newsdealer or 


There is nothing for the naturally wr^te to th^ .Circulation Department 


nervous like plenty of. fresh air, sun- 1 of The Philadelphia Press, and your 
light and .sleep. 
^"Itfcout talking order W-U1 
'fln<5d at oace- 
The 


TIME IS MONEY 


Time and Tide wait for no mail nnn tht- ac- 


marking of its flight oftentimes mean*, mti'h 
either lost or gained, by the man who has a \vatcft he 


can always depend upon. 
The watches we carry are t»,e rua^eo 


of men who have been in the business of making watches all 
their life and their fathers were in the same business before them. 
In a word, these watches represent the acme of perfection acd are 
built to keep accurate time all the time. They cost a little taoore 
than a Waterbury or IngersoU, bat in actual vahie they ate 
cheaper. In all kinds of cases from $5 up. 


J. W. RIDENOUR, 


Jeweler and Optician 
BEDFORD, PA. 


Established 32 Yeats 


\ 


1 


. 


health, keep a sharp watch on the , Philadelphia 'Press Is the great break- 
child's habits, above all frown upon fast table PftPer in Pennsylvania, Del- 
rich foods -and -eating between. meals, aware, New Jersey and Maryland. 
Many so-called 
nerVous tempera- 


ments come from overeating. 
Delay In. takmg Foley's Kidney 
Remedy If you^have backache, kidney 


, 
, 
;or bladder trouble, fastens the, dlfl- 
. PlnesalVe. ,<ffer.bojii^d, 4s .good for ease upon you and makes a cure more 
burns. It 
out inflammation; and it treating. It 
s also good for cuts, sores and bruis- 
es. Sold by Ed. D. Heckerman. 


poYefc, draWa , difficult. 
Commence taking 


Kidney Remedy today and you 'will 
soon be well. 
Why risk a serious 
malady? 
Ed. D. Heckerman. 


^*»»«*^^»»J'»W*^*^*^»M**<<^^ '*•»»« »»»»>B'M»| 


., 
W. H. SEARS, M. D 


-HUNTINGDON, PA, 


AT HBDPORD. WE1>VI 
b« Men at Huntingdon on To«eday», 


**, 


Ttrf6»J; 


urdaya. 
anti 8»t- 


THE GAZETTE, FRIDAY, JULY 23, IQOQ. 


Bedford Gazette 


KECKERMAN I.STTBK 


3E S T A. K I* I S H B D 
IN 
1805 


S. A. VAN ORMER, 
Bditor and Publisher. 


The Bedford Gazette is a model 


country 
newspapers.—New 


York World. 
The Gazette is the leading news- 
ipaper ol Bedford Counry and its cir- 
culation :« far ahead of any of its 
-contarn;'Ouu ie^. 
-\s <tn advertising 


medium it is one or tne ueai in '.hij 
>part of the state. 
Regular 
subscription 
price per 


iyear $1.^0, pa>able in advance. 
Cards of Thanks, 50c; Resolutions. 


'•fl.OO 


All communications should be ad- 


>dres<3c"J to Gazette Publishing Co., 


Bedford, Pa. 


MORXIXG, JULY 23, 
1909. 


When one considers the actions of 


many 
Senators 
and Congressmen 


v.'ith ipgjrd to tariff revision anci 
then reflects upon the promises made 
by the Republican platform and on 
the slump, he is driven to the con- 
clusion, that there are a number of 
National law-makers who disregard 
alike '^political promises and personal 
pledges." 


TAffT AND THE TARIFF 


The stand that President Taft has 


now taken in the interest of lower- 
ing the tariff schedules on many arti- 
•cles and his demand for free raw ma- 
terials bring a ray of hope to those 
who hare too long carried the bur- 
•dens of an expensively administered 
-government—the consumers. 


The President's demands, in brief, 


.axe; 


'Free hides, iron ore, oil and either 


Jiree coat or a much lower duty on 
.coal. 


Duties on leather and manufac- 


tures of leather cut below the House 
rates. 


The cotton duties lowered, espe- 


cially upon the cheaper grades of 
.goods. 


'House rates on lumber. 
Tae lower duties of the House bill 


wherever it is found possible to sub- 
stitute them for the Senate rates, and 
the acceptance of all Senate rates 
that are lower than those of the 
House, 


While these demands if embodied 


in the bill will be beneficial they fall 
far shoi I of making the bill anything 
like what was promised to the peo- 
ple of the nation if they would vote 
to allow the tariff to be revised by 
"the friends of the tariff." 


Should Aldrich accede to the Pres- 


ident's demands and requests the Ex- 
ecutive will certainly sign the bill, 
for he will have that for Which he 
has asked, but it will not meet the 
idemamls. 


Aldrich is a shrewd trickster. Taft 


is great on compromise. Aldrich 
fixed the rates so high that he could 
conciliate the President by dropping 
.on rates and still have a bill decided- 
in favorable to trusts and combines. 
It reminds one of "splitting the dif- 
ference" in a wayside horse trade. 
The President should have woke up 
earlier in the game. 


Viewers Go to Blair 


Jacob Barnhart and D. B. Arm- 


stiong, of this place, S. L. Buck of 
.New Enterprise, D. M. Painter of 
Hopewell and 1. K. Little of Saxton, 
viewers appointed by the court on 
May 17, 1909, to view, estimate and 
determine the quantity, quality and 
value of two tracts of land contain- 
ing icvspectively 14,791 and 4,897 
acres, situate in Juniata Township, 
3Uir Coiriny, owned by the Lytle es- 
talc, togethei 
\\ith attorneys and 


other interested parties, left Tues- 
day foi the above premises to fulfill 
their ti uj-t. 


St. Jolm's Reformed Church 


dundav. July 25, services as fol- 


lOYf's: 
2ti\ine -worship at 11 a. m 


and 7:20 p., m. 
Morning subject-, 


"God 
0-3 a hiding place;" evening 


subject, "Riches and religion." 
A 


cordial invitation to all. 


J. Albert Eyler, Pastor. 


Wolfsburg M. E. Charge 


Vrc-acHrg next Sunday at Burning 


Hush at K).:SO*.a. in. and at Mt. Smith 
A\ 8 n.,m 


Albert S. Luring, Pastor. 


.St. C&iirsi. ille Reformed Charge 
PJ<«#antvUlc: Preaching, 10:30 a. 


m. 
St . Clairsvillc. 
Sunday School, 


j, 2-15; missionary ser- 


.111.. 


- J. W. Zehring, Psstor. 


Tiro nis Sale at the Metropolitan. 


Clothing and Shoe House of Bedford 
is. the'taH; of the towj; bargains ga- 


*• lore. 


SPAPFRI 


'»> Historic Virginia—Meets Bedford 


Countians. 


Knoxville, Tenn., July 18, '09. 


In this letter I shall very brie 


give you some news of a trip through 
historic Virginia. 
Not long since a 


Bedford boy sort of upbraided Dad 
for all that he has been saying about 
the great south. 
Pass that along, 


and I will say that Virginia as a his- 
toric state leads them all, and has 
furnished the men thit w; feel so 
proua of. First Jeiiersou, the •writer 
of the Declaration of Independence; 
second "Washington, the man that led 
our army to victory. 
Many more 


could be named, but in taking up the 
space for it I would forget to tell you 
of the great cabbage belt that is in 
and around Rural Retreat, Va. 


Some of the farmers in that section 


have become independently rich dur- 
ing the last two decades from the 
sale of cabbage. One or two acres of 
it will make a good living for an 
ordinary family for a year. 
Good 


cabbage land rents as high as $100 
per acre a year. In panic years, such 
as we had fifteen years ago, 15 cents 
a hundred was the best price offered 
for delivery at the depot, and thous- 
ands of pounds lay rotting in the 
fields, which could not be sold even 
at that low price. It did not pay to 
cut it and haul it to market. 
But 


this was more than compensated for 
by the big price since then or during 
the last eight or ten years. Of course 
it is not all on the bright side, for the 
abbage worm, described by Mike 
Steffey, a local wit, as nearly as bad 
as the Republican party, sometimes 
works havoc with the crop. But all 
the same, cabbage has made Wythe 
Jounty wealthy. 
The farmers have 


;ood, comfortable homes, with all 
conveniences; their sons and daugh- 
ters go to college and the little town 
of Rural Retreat, with not over 1,000 
inhabitants, supports two banks and 
some splendid stores. 


This state, I believe, supports more 


colleges than any other. Take Abing- 
don with her two splendid female 
colleges, the Martha Washington and 
Stonewall Jackson, and just a few 
miles beyond is Emory arid Henry 
College, which is the great boys' 
school of the Holstein Methodist Con- 
ference. Marion, the county seat of 
Smyth County, calls itself the cradle 
of the dry movement in Virginia. 
It 


has been without saloons for 30 
years. It was dry for years before 
the local option law was passed. For 
those who look at the present rather 
than the past, the cities are humming 
with industry, there is smoke your- 
ing from the tall stacks and mills and 
miles of cars are laden with coal and 
coke, and wherever one looks there 
are signs that old Virginia has 
thrown off the lethargy or laziness 
that was the caper in the ante bel- 
lum days and donned a northern 
spirit. 
Then there are fields which 


are today covered with many shocks 
of golden grain. 
i-L^cks of hay and 


acres of elegant corn, such as one 
rarely sees at home; even way up on 
the hillsides where they must shoot 
the grains from a shot gun one sees 
the best of corn. 


We have had rain every day for 


weeks and I might 
almost 
say 


months. 
Floods and railroad wash- 


outs have been very numerous. The 
Russells that formerly kept the 
Jonesboro Inn at Jonesboro, Tenn., 
have moved to Elizabeth, Tenn., and 
now keep the hotel there. This is a 
new and up-to-date hotel and is kept 
Jin firstj-cilass style. 
Mrs* Russell, 


nee Jennie Diehl, manages the house 
and does it well. 


When at Greenville, Tenn., I saw 


a man; I ej ed him for a few mo- 
ments and then said, "Is this Cal 
Shaffer?" 
He grasped my hand in 


both of his and said, "Oil, Peeps! I 
am delighted to see you." 
It had 


been twelve years since we met last, 
and at that time he picked rne out in 
his congregation in Savannah, 3a. It 
was the Rev. Dr. W. C. Shaffer. Well, 
he has not been to Bedford for 30 
years, and he is not posted, for he 
asked about E. F Kerr and was much 
surprised to know of his death. 
Dr. 


Shaffer's health gave out in Savan- 
nah, and after resting at Lake Taxa- 
way, N. C., for a year, he accepted 
from the Lutheran Church the super- 
mtendency of all the Lutheran mis- 
sions in Tennessee. 


When at Roanoke this trip I met 


the three sons of Jackson Kerr of 
Dry Ridge. Well, we have come in 
contact frequently, but did not know 
each others' names. When I heard 
the name Kerr, I said, "You ought to 
be a Reformed." 
He said, '.'Yes, 


sir," and I said, "I suspect that'Rev. 
Hcckcrman confirmed you all." "Yes, 
that's so; ho\v do >ou know so w:cll? 
"Well, you see, my name is ITefcker- 
ina'i and many a time I was with my 
father on Dry Ridge and many a time 
Jim Shoemaker and I rode the cows 
around the barn yard." 
"Oh! yes, 


we understand it now, and when you 
come back hero you must come and 
see us so we can have a long talk of 
old times." One of the boys is in the 
office of the N. & w. R. R.; one the 
baggage agent for the same company, 
and one a merchant. All are splen- 
did men and all Reformeds. 


How to Prevent and Remove Them 


Prom Chicks. 


Prof. H. A. Surface, the State Zo- 


ologist, is daily in receipt of letters 
requesting information in regard c 
insect pests and the diseases of plant 
life. These letters come to his office 
in Harrisburg from every part of the 
state and are upon many topics. 
It 


was not surprising, therefore, that he 
received one in reference to that com- 
mon affliction of poultry, known as 
gapes. The correspondent asked for 
the best relief for chicks suffering 
with gapes, and wanted to know how 
to prevent the trouble. 


Prof. Surface replied that "Gapes 


in little chickens are caused,, by the 
eating of earth-worms. 
There are 


parasites in the earth-worms which 
find their way into the windpipe of 
the chicken and lodge there, where 
they take the form of little red 
worms. 
The best preventive is to 


keep the chickens from the surface 
of the ground; or use salt or strong 
salt water on the soil, so as to kill 
the earth-worms; 
or strew strong 


lime or something of the kind on the 
ground so that the, chicks will not get 
hold of the worms to eat them. 


"After the chicks have been attack- 


ed with gapes, however, you can dis- 
lodge the worms by making a very 
small loop in a twisted horse hair, 
draw out the tongue of the chick 
slightly, insert the horse hair loop in 
;he windpipe opening-, which will be 
seen between the forks at the base of 
the tongue, and, twisting the hair 
around, withdraw it. 
The worms 


are likely to be found within the loop, 
or some of them will have been thus 
removed, and the operation can be 
repeated. 


"Another remedy is to dip the tip 


of a soft feather into kerosene and 
nsert it in the windpipe opening- to 
dislodge and kill the worms. 
Such 


;reatment, although severe, is better 
;han letting the worms remain undis- 
:urbed, to severely annoy the fowls 
and even kill them. 


"Mixing turpentine or other sub- 


stances in the food of the young poul- 
try has not proved satisfactory as a 
remedy for gapes." 


Dr. Kirk just got three Jersey 


heifers for which he paid $1,700. It 
took a good many boxes of bread 
pills to make that up. 


Yours truly, 


M. P. Heckerman. 


CATJSE OF GAPES 


A SMJU1JLJND TUBE 


The Vermiform Appendix and Its 


Probable Function. 


PROBLEM 
OF APPENDICITIS. 


Millionaire Causes Trouble 


A few minutes 
before 
leaving 


Washington early last Tuesday morn- 
ing, Joseph Leiter, the Chicago inil- 
lionaire, engaged in a one-round bout' 
with a Pullman conductor in a car 
just about to pull out of Union Sta- 
tion for New York City. Details of 
the affair did not become known un- 
:il Thursday. 


Leiter, accompanied by his wife, 


formerly Miss Juliet Williams of 
Washington, took seats in the car 
just before the train departed. Pull- 
man Conductor Ed. Brightbill stop- 
ped to speak with Mr. Leiter. 
Al- 


most immediately angry words were 
passed, followed by a rapid exchange 
of blows. 


The two men engaged in a hand- 


to-hand encounter, rolling about on 
the floor of the car, so closely en- 
tangled that efforts to separate them 
were unavailing. 
The fight was ab- 


ruptly terminated, however, by a 
young man dressed in white flannels, 
who placed Leiter hors de combat by 
a blow behind the ear, which ended 
the fracas. 


Teachers for Woodbury 


The school directors of South 


Woodbury Township met last Friday 
afternoon and elected their teachers, 
as follows: 
Pine Hill, O. S. Kaga- 


rise; Waterside, Katherine Long of 
Martinsburg and Ruth Stayer of 
Woodbury; Teeter, Phoebe Ritchey; 
Golden 
Eden, 
Carrie 
Dunkle; 


Stuckey, Sarah Replogle; Flitchville, 
Ross Snyder, Oak Grove, George 
Rodgers of New Paris; Middle Dis- 
trict, Clemmon Fetter, Salemville, 
Frank King and Miss Ada Miller of 
Snake Spring Valley; Texas, Wilson 
B. Hoover; Bull Run, Guy Beach. 


.$100 Reward, $100 


The readers of this paper will be 


pleased to learn that there is at least 
one dreaded disease that science has 
been able to cure in all its stages, and 
that is Catarrh. Hall's Catarrh Cure 
is the only positive cure now known 
to the medical fraternity. 
Catarrh 


being a constitutional disease, re- 
quires a constitutional treatment. 
Hall's Catarrh Cure is taken in- 
ternally, acting directly upon 
the 


blood and mucous surfaces of the 
system, thereby destroying the foun- 
dation of the disease, and giving the 
patient strength by building up the 
constitution and assisting nature in 
doing its work. The proprietors have 
so much faith in its curtive powers 
that they offer One Hundred Dollars 
for any case that it fails to cure. 
Send for list of testimonials. 


Address F. J. CHENEY & CO, To- 
ledo, O. 


Sold by all Druggists, 75c. 
Take Hall's Family Pills for con- 
stipation. 


Tho Big S«!G ai the Metropolitan 


Clothing and Shoe House of Bedford 
is the talk of the town; bargains ga- 
lore. 


The Causes of the Disease and the 


Methods of Fighting ft—The 
Way 


the Operation of Removal Is Per- 
formed—Disease as Old as Mankind. 
Appendicitis Is not a disease of mod- 


ern times, though its nature and meth- 
ods of treatment are the result of 
careful observation by one of our well 
known modern surgeons while engaged 
in postmortem work. 


It may be safe to say that appendi- 


citis is as old as mankind, for in 
studying very old histories wherein 
are given the diagnoses of the physi- 
cians we. read ot cases of inflamma- 
tion of the bowels, intestinal disorders 
and like ailments the symptoms of 
which prove that they must have been 
appendicitis. 
\ 


Appendicitis is inflammation of the 


vermiform appendix, a small blind 
tube, averaging two and a half Inches 
in length and a quarter of an inch In 
diameter, attached to the coecum at 
its inner and. posterior part. It is 
made of a very sensitive mucous mem- 
brane containing several glands. 


The appendix is part of the digestive 


tract, its function, it is believed, being 
to lubricate that part of the Intestines, 
though as yet there is no absolute 
proof of this. Careful study of a child 
from whora the colon has been re- 
moved until he reaches the age of 
manhood has revealed no irregulari- 
ties of any nature. 


The causes of this disease may be 


grouped under four heads—stenosis, 
which means closing up; impaction, 
the entrance of foreign bodies, not nec- 
essarily seeds; exposure and injury. 
In fighting this disease nature takes 
three .methods of disposing of the toxic 
materials—discharging them into the 
peritoneal cavity, sending them Into 
the bowels and discharging them 
through an external wound. 
In the 


first, If the discharge be not too rapid 
while the peritoneum Is taking them 
up, nature again makes an effort to 
ward oft the threatened danger by 
walling the poisonous matters in, thus 
localizing them and so aiding the phy- 
sician or surgeon hi his work. 
If, 


however, the discharge be sudden, as 
is the case when the mass bursts, the 
whole of the peritoneum 'becomes in- 
volved, which is called septic^ perito- 
nitis, and this is generally fatal. 


After the diagnosis has revealed the,, 


disease the doctor decides whether the 
case be one for medicine or external 
treatment or for separation. 
In the 


latter case the greatest of care is de- 
manded, as sometimes an immediate 
operation is necessary, while at other 
times it must be delayed, often for 
hours, until the condition of the pa- 
tient has been brought to that point at 
which the surgeon can feel it is safe to 
go ahead. 


The operation determined upon, the 


most careful arrangements to secure 
perfect antisepsis are made, and the 
patient is placed in a full state of an- 
aesthesia. 


The operating surgeon then draws 


an imaginary line from the navel to 
the anterior superior spine of the right 
hip bone, dividing that line into three 
parts. Under the inner side of the 
middle third the appendix In normal 
cases will be found, though in rare 
cases it has been found on the left side 
and in extremely rare cases otherwise 
displaced. 


Having satisfied himself of the exact 


spot under which it will be found, an 
incision from two to five inches long 
is made in the'skin. (Some of the best 
surgeons pride themselves on the 
smallness of their incisions in this op- 
eration.) 
The fatty tissues are then 


cut through, the small blood vessels 
are secured, and then the muscular 
walls of the abdomen are separated, 
bringing into view the peritoneum. 
This is a serous secretive lining com- 
posed of two layers. 
On cutting 


through this the edges of both layers 
are clamped so as to enable the sur- 
geon to reunite them when the .opera- 
tion shall have been completed. 


The intestines are now visible, and 


the affected section is very tenderly 
drawn through the opening, where the 
nature npd extent of the infection are 
made kSown. Hot towels moistened 
with salt water are kept applied to the 
intestine while it Is exposed. 
The 


word 
"tenderly" characterizes 
the 


whole of this operation, as the surgeon 
must be more than careful to prevent 
any rupture of the appendix, for should 
this happen while he is operating the 
pus would be quickly taken up by the 
peritoneum and other mucous mem- 
branes, and the resulting complications 
would make the outcome very uncer- 
tain. 


The mesentery, a large vessel adjoin- 


ing the appendix, is next ligated, and 
then the colon is tied off, after which 
the diseased organ Is cut away. The. 
stump is pushed back into the intes- 
tine and the ligature is tightly drawn, 
this to prevent the forming of a pouch. 


The removal safely accomplished, 


the intestine Is replaced, the edges of 
the peritoneum are carefully approxi- 
mated and the muscular walls, fatty 
tissue and skin are brought togetner 
by subcutaneous and cutaneous su- 
tsrres. 


In the majority of cases, no com- 


plications ensuing, the patienb is ready 
for discharge in two weeks.—James M. 
Smyth, M. D., in New York World. 


There is a proper dignity and pro- 


portion to be.observed in the perforni- 


i- Jnce ot every act of life.—Aureliua, 


Belts and Sashes 
THIS IS THE YEAR 
OF THEIR GLORY 


AND THIS IS THE BEST 
PLACE TO PROVE IT. 


Sash belts, wide, narrow, 


fringed or plain, with the 
streamers in front, back or 
at side. 
Girdles broad and 


girdles narrow. Service belts 
that merely outline the waist 
and rich fancy belts that em- 
bellish the costumes. 


Belts were never so beauti- 


ful, never so interesting, nev- 
er so necessary by fashion's 
decrees. 


MRS. ELLA GILCHRIST. 
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A 
"V/" 
If you think you may not be getting all that 


/"YTC 
I OU you ought to get for your money — try us. We 


_ 
_ 


fi/a/-O 
llCXl. 


give personal attention to every order. We 
learn just what our customers want and then 


___^_ we see t*iat they §et it- That's why our 
business grows so steadily. 


Roses Are of Splendid Quality 


and we have a large stock on" hand. Also good supply of Car- 
nations and all other stock in1" season. 


JOHN PAUL, Florist, 


Both Phones 
56 Centre St., Cumberland, Md. 


GEORGE 6. FARBER, Agent, Bedford, Pa. 


$0$ 


Pull's Paper Specials 


Have just received *a new supply of pure linen writing 


paper, boxes, tablets and pound packages. 


For One Week Only 


I will sell one pound-of Westmore's Pure Linen Paper and 
one pack of Westmore's Envelopes to match paper at 30 
cents. Regular price of paper is 30c per pound; envelopes 
lOc. 
^ 


JOHN R. DULL, 


Juliana Street 
,. 
, BEDFORD, PA. 


PERSONAL NOTES 


(Continued From First Page.) 


Misses Grace, Mary, Ruth, and 


Bernadette Moreland, of Lilly, spent 
Sunday at the home of Mr. and Mrs. 
James Corboy, Sr. 


Miss Marguerite Hughes of Wil- 


mington, Del., arrived Saturday night 
to visit her relatives, Mr. Patrick 
Hughes and family. 


Mr. Walter C. Peck and "wife will 


leave in a few days for Denver, Colo. 
We trust the change in climate will 
be greatly beneficial. 


Miss Maude Cessna, who visited 


friends in Pittsburg the past month, 
returned to her home on East John 
Street Wednesdaynmght. 


Mrs. Anna^Kean and Mrs. U. L. 


Allen and sons arrived from Pitts- 
burg last week and will spend some 
time at their home here. 


Misses Lillian and Maude Sullivan, 


of New York City, are spending a 
week's vacation at the home of Mr. 
L. J. Kilcoin near Bedford. 


Mrs. Fred Palmer of Philadelphia, 


who has been visiting in Everett for 


e past two months, spent Wednes- 


day in Bedford with friends. 


Miss Marian Wright of Somerset 


arrived here Wednesday afternoon 
on a visit to Miss Jessie B. Barclay, 
No. 230 South Juliana Street. 


Mr. and Mrs. John M. Clegg and 


little daughter Helen, of Everett, 
were Sunday guests at the home of 
Atty. B. F. Madore.and family. 


Rev. and Mrs. J. A. Eyler left Wed- 


nesday afternoon, tb'e former to spend 
a few days in Blair County and the 
latter to visit home folks at Lancas- 
ter. 


Mrs O'Connell and daughter, of 


Harrisburg, are paying a visit to their 
daughter and sial^r, Mrs. R. C. Litz- 
inger, at her ,h*>me on East Pitt 
Street. 
:.: 


"Miss Sallie Irvine of Mercersburg 


is here on a visif^to her brother, Mr. 
J. Reed Irvine, an^d friend, Miss Lena 
Wolff. 
Miss Irvjne is accompanied 


by her mother, j 


Mr. H. G. Shuck returned to his 


home at Central '<Sty, Colo., on Tues- 
day, 
after a three" weeks' visit with 


his mother, Mrs. A. D. Shuck','at 209 
West Pitt Street.' ., 


Dr. W. F. Enfield^and family, Mr. 


O. W. Smith • and family, Dr. L. B. 
Blackwejder, "D. C. Reiley, Esq., and 
Mr. S. A. Van Ormer spent Sunday 
a.t Sulphur Springs. 


Messrs. Jacob Barnhart of Bed- 


ford and William James of Friend's 
Cove left Monday morning on a trip 
to the Pacific coast, where they will 
take in the Seattle Exposition. 


Mrs. Gilmore Miller and son, of 


Altoona, and Miss Jessie Fetterhoff 
of Huntingdon, who spent the past 
three weeks with Mr. and Mrs. Ed- 
ward Dill, returned to their homes 
on Tuesday. 


Mr. Jacob O. Miles of Beaver, 


Okla., is visiting his mother, Mrs. 
Leah Miles, West John Street, Mr. 
Miles sold his newsstand here some 
20 years ago and went west where he 
has prospered. 


Messrs. John P. Anderson of Bal- 


timore and Walter Seelar of Pitts- 
burg and Mr. and Mrs. 
Gervaise 


Wertz, of Altoona, were recent guests 
of Mr. and Mrs. C. A. Wertz, South 
Bedford Township. 


Cheapness of Aerial Navies 


The following is from an article in 


the August McClure's describing the 
Zeppelin airship: 


"Aerial navies will be an accom- 


plished fact at an early date, not 
only because they are highly efficient, 
but because they are cheap. 
The 


present cost of Germany's army is 
over $200,000,000 a year. 
It has 


600,000 men in active service, and 
1,200,000 reserves. 
A fleet of 500 


airships could be maintained for $15,- 
000,000 a year, and 100 new ships 
added annually for $25,000,000. The 
incentive to replace large bodies of 
troops by the new instrument of war 
will be extremely powerful on the 
ground of mere economy, in the pres- 
ent period of enormous war taxes, 
which affects not only Europe, but 
now the United States as wellrfor our 
army and navy are now costing us 
considerably more than $200,000,000 
a year." » 


Adult Bible Class 


"A movement is on foot to organize 


an Adult Bible. Class tinder the aus- 
pices of the M. E. Church. A read- 
ing room for the benefit of our young 
people is also projected. R«VX George 
W. Comp, 'a former"pnstor of the M. 
E. Church, was a visitor among his 
okr'friends this week'. The reorgan- 
ized W.. C. T. U., under the -presi- 
dency of Mrs. Teeter, Js doing.a good 
work. 
- - 


Hopewell, ,July 19, 1909. 


The Big Sale at the Metropolitan 


Clothing and -Shoe House of Bedford 
is the talk of the town; bargains ga- 
lore. 


MR, THOMPSON'S 


MODEL 


The Way She Came to Get a Per- 


manent Engagement. 


.THIS GAZETTE, FRIDAY, JULY 23, IQOQ. 


By ALICE R. WETMORE. 


{Copyright, 1909, by Associated Literary 
Press.] 


"Where are you, Bill?" came a lazy 


•drawl from the tiny anteroom,"which 
Thompson designated the office, 


"Here," replied that gentleman as. 


distinctly as a mouthful of brushes 
would permit "It's only Carter." he 
explained to his model. "Or perhaps 
you'd rather"— 


"Oh, let him come in by all means," 


replied the girl. "I'd rather like to see 
him." 
.A long, clean limbed young fello\i 
lounged in, halted apathetically for a 
moment behind Thompson's canvas 
and then sunk lazily into a pi.e of 
-cushions on the floor. 


The girl on the model stand scruti- 


nized1 him closely and made up her 
mind that he was the most typically 
lazy man she had ever seen. His voice, 
his walk, his carriage, had an absolute 
lack of effort that was positively fas- 
cinating, and to complete the impres- 
sion his strong-, lean face was abso- 
lutely devoid of expression. 


Suddenly, however, he gassed intent- 


ly and with a semblance of awakened 
Interest at the model. The pose was 
rather striking. A heavy black velvet 
-gown accentuated that peculiar trans- 
parency of coloring- which accompa- 
nies a certain deep rich shade of au- 
burn hair. A dull green background 
reconciled the brilliant coloring of the 
upper part of the picture to the dusky 
mysteries of the lower canvas. The 
pose of the figure was saved from in- 
solence only by the winsomeness of 
the face. 


Carter ~pulled lazily at his pipe and 


continued to gaze at the girl with half 
«losed critical eyes. "Nice color," he 
finally asserted. "By Jove, that's a 
wonderful posel" with a sudden burst 
of enthusiasm that startled the gir, 
"Are you engaged after you finish with 
Thompson?" 


The other artist opened his mouth: 


then, with a quiet smile, closed it 
again. The girl smiled, too, a little 


tered something beneath bis breath 
and gave up in despair. 


At the end of the last day but one 


of the two weeks Carter realized that 
the central figure of bis canvas was 
completed, and the realization brought j 


CHARLESTON IN DABKNBSS 


Street 
Lights Abandoned to Cut 


Down Expenses. 


An official order was issued by the 


a poignant feeling of regret The rea- 
son for it came when it suddenly 
flashed upon him that tomorrow was 
Miss Parks' last day. And then It was 
that Carter made a discovery that a 
less inexperienced man would have 
made long before. It came with such 
a shock that he was fairly stunned. 
He, John Carter, the most unimpres- 
sionist of men, in love with his model! 


When Miss Parks appeared the next 


day he greeted her with his usual 
cheerful "Good morning," but not an- 
other word was spoken until she had 
taken the old familiar pose—for the 
last time, he said to himself, with a 
pang. 


There was a strange restraint of 


which both were aware 
At last. 


"This is the last day of the pose," the 
girl ventured. Carter worked furious- 
ly. "Yes," he answered shortly. An- 
other pause. 
"Then you won't want 


me any more?" The girl's voice strove 
hard to be commonplace. 


Carter threw down his palette In de 


spair. The girl kept her pose bravely, 
her pretty head tilted, but the eyes 
which met Carter's held a look which 
even he could not mistake. The man 
brushed his hand across his eyes in n 
quick, desperate little f^mre. 
He 


Beemed to have brushed me old non 
chalance away. He was fairly trans- 
formed. 


"Want you!" he gasped. "Want you! 


city board of affairs of Charleston, W. 
Va., last week cutting off all street 
lights and reducing the police and 
fire departments by more than half. 


Unless a large reduction in city ex- 


panses is made the'City faces a deficit 
for which the members of the board 
are both civilly and criminally liable 
under the state law. 


Charleston's city council recently 


enacted an ordinance prohibiting the 
granting of liquor licenses in the city. 
This loss of revenue is probably re- 
sponsible for the critical condition in 
the city's affairs. 


OUR 


smile that curled her upper lip dell- 
«lonsly. 


"No, sir; Cm not engaged next 


week," she replied quietly. 


"Can you come to me for a two 


weeks' pose then, In the mornings?" 


Thompson looked dubiously at the 


•girL "Yes, sir, I'll come," she said. 


The next Monday the model present- 


ed herself at John Carter's studio 
He scarcely looked up as he greet- 
ed her. 


"Oh, Is that you, Miss— 
Do you 


know, I forgot to ask your name,", he 
brawled. 


"Parks," the girl supplied smillngb 
The gown he gave her was also 


black. 
He had hung heavy 
stuff- 


around and above the model stand un 
til the black gown and the background 
mingled darkly and the white face and 
auburn hair fairly jumped from thp 
gloom in a single, startling note of 
•color. 


Carter set to work with a feverisb 


•energy which quite transformed him 
He tried first one pose, then another. 
in such rapid succession that the girl 
was positively bewildered. 


When he had at last found one that 


pleased him he drawled apologetical 
ly, with a slow, winning smile, "I'm 
rather a hard fellow to get started 


"' Miss Parks, but I won't give you much 
trouble once we're off." 


The girl watched the man. with fas 


•cinated eyes. He worked with thr 
precision and energy of a splendid ma 
chine. His face shone with posittv 
inspliatlon. 


As for Carter himself, he was bliss 


fully happy. With the true artist's 
sensitiveness he felt the absence of the 
usual clash between the half hearted 
prosaic models and the ideals he strug 
gled. to embody by their aid. The at 
mosphere lacked a single inharmoni- 
ous element, for the girl seemed to 
throw her whole personality Into the 
work. 


At last he emerged from his trance 


sufficiently to observe that a white lin_- 
had appeared around the girl's com 
pressed lips and that she wavered ac 
she stood. 


"It must be time to rest." he ob 


served. "Why," as he glanced at the 
clock, "you've been posing for near!', 
an hour. Why didn't you rest'" h • 
demanded reproachfully. 


The girl sank into a chair with a. 


amused gleam in her eyes. "I novel 
saw anjbody so completely lost," t-'i 


rsaid. "I couldn't bear to disturb yov ' 


The next morning he found himsoll 


awaiting 
with 
unmistakable 
impi 


tlence the arrival of his model, uiul 
when at last she did stand before Kv 
with a smiling "Good morning" on lu-i 
lips he regarded the girl with an ai t- 
ist's satisfaction. 


She was charming .in her dark street 


gown. Her face was flushed and her 
eyes bright with the exhilaration of a i 
autumn 
morning, .and Carter 
wns 


igljs 'tempted to put 'away 


work and make a' study if her as she 
stood. lie banished the idca7 however, 
and^,§oon t they were at work on the 
"masterpiece." He refused to believe 
It' wnen>the.noon- whistle insisted that 
i{ was 12 o'olorit and Miss'Parks de- 
parted, 


The afternoon was unprece^entedly 


Jong, fie x'elt strangely dlsirtoflned to 
work and_ finally put aside the canvas 
and 
brought out some 
unfinished 


sketches. Tie worked on*these until he 
discovered that'he had converted five 
different heads into unmistakable like 
nesses pf Miss Parks. Thefi he mut- 


Don't you know I want you more than 
tnythlng In the world?" 


"But you don't understand," the girl 


began finally In a voice that was some- 
what smothered by Carter's broad 
shoulder. "There are reasons," she 
continued, with dignity, "why I can- 
not marry you." *- 


"I am all ears," avowed Carter sol- 


emnly, "but you won't mind If I say 
right now that the reasons won't make 
a particle of difference, will you?" 


"Oh, but they will. I've been deceiv- 


ing you," she confessed haltingly. 


"Go on," commanded Carter more 


soberly. All kinds of dreadful possibil- 
ities loomed up before him. 


"You'll never love me when - you 


know," she continued, with visible ef- 
fort. "I—I'm not a model at all. I'm 
Billy Thompson's cousin," she rushed 
on, "and when you came in and 
thought 
I was a professional 
I 


wouldn't let Billy tell you, and—I 
thought It would be such a good Joke, 
because Billy had told me how you 
never cared for girls or—anything, 
and"- 


"You there, Jim?" interrupted a fa- 


miliar voice from the hall. The -girl 
fled to the model stand and took her 
pose. Carter dabbed lazily and with 
perfect composure at his canvas. 


Billy strolled In, an amused look In 


hla eyes. "Nice model," he remarked. 
"Can I engage you for next week, my 
pretty maid?" 


Carter turned about lazily and re- 
garded his friend. 


"I'm afraid not. Billy," he drawled 


"You 
see, your cousin has a perma 


nent engagement with me." 


Fyan 


July 21—Miss Emma Weyant is 


spending some time at the home of P. 
A McCreary. 


John McKinnoy is very much indis- 


posed at this -writing. 


Peter McCreary is elated over the 


arrival of a baby girl at his home. 


Prof. A. N. Lyons, who has been 


away for some time, is again the 
guest of home folks. 


Mrs. 
Henry McKinney and Miss 


Rose Bence are on the sick list at 
this writing. 


Chalmer Hillegass and Ed. Wol- 


ford left on Monday for parts un- 
known. 
,. 


Mrs. Jacob Harmon is spending 


some time with her sister, Mrs. W. H. 
Deaner, near here. 


Miss Myrtle Bence, formerly of our 


community but now of Schellsburg, 
spent from Friday until Sunday at 
the parental home near here. 


Rolla Hillegass and Miss 
Effle 


Deaner spent Sunday afternoon at A. 
P. Hillegass. 


Chalmer Hillegass and Miss Ida 


Corley spent Sunday evening as the 
guests of Charley Mowry and wife. 


David Deaner, who had been called 


home a few days ago on account of 
the illness of his child, returned to 
his work at Garrett on Tuesday. 


Harry Williams and Will Beegle;- 


of Schellsburg, were Sunday callers 
in our midst. 


Earle Ling and H. P- Hillegass 


T' Green Tag Sale 


IS A GREAT SUCCESS 


and will continue until all Suits - 
that have a Green Tag on them 
are sold. 


PRICES REDUCED ON THESE SUITS 


One-Fourth, One-Third, 
One-Half 


•» 


SIMON'S CLOTHING STORE, 


BEDFORD, PA. 


The Leading' and Largest Clothier. 


Opposite Grand Central Hotel 
Simon Oppenheimer, Proprietor 


made a flying trip to jBuffalo Mills 
Sunday on their motor cycles. 


Hooligan. 


The Big Sale at the Metropolitan 


Clothing and Shoe House of Bedford 
is the talk of the town; bargains ga- 
lore. 


Actors Under King William 111. 


How summarily actors and mana 


gers were dealt with hi the days of 
King William III. is shown by the pe 
tition of Alexander Davenant and oth- 
ers, dated • Dec. 19, 1691, which has 
been found among the historical docu 
menta of the house of lords. These 
"sharers and adventurers in the play- 
house"—this seems to have reference 
to the Dorset Garden theater in White 
friars—set forth that Lord Longuevtlle 
having complained of being assaulted, 
together with his servant?, by the 
guard at this famous playhouse in the 
course of what seems to have been *\ 
rather serious fracas, the king hac' 
given orders at the desire of the peers 
that no soldiers should be on dut.i 
there for the future and that the play 
ers should be "suspended from acting 
till they had begged pardon for the af 
front." 


The house had also, it appears, vin 


dicated Its dignity, thus outraged in 
the person of one of Its members. b.\ 
ordering a sergeant and a soldier to 
be sent to the gatehouse at Whitehall 
then used as a prison. The petitioner- 
having humbly solicited the "removal 
of the suspension upon them" and 
promised to "do their best to preverr 
the like miscarriage for the future." 
it is officially noted that "the suspe;> 
slon on the- players was removed" MPI 
that "on Dec. 29 the sergeant and so' 
dier were on petition released "—Lo:' 
don Standard. 


Friend's Cove Jjutneran Pastorate 


On Sunday, July 25, services as 


follows: 
St. James, Pleasant Val- 


ley, 10 a. m.; County Home, 3 p. m. 


J. W. Lingle, Pastor. 


Centre ville 


July 21—H. B. Wertz took his 


son Martin to Cumberland Sunday 
and had an operation on his eye. 
About two years ago Martin had his 
eye damaged by a piece of steel strik- 
ing it, which made it very weak. 
About two weeks ago while getting 
apples an apple struck him on the 
weak eye, making necessary the oper- 


Schellsburg 


July 21—Charles Long of Johns- 


town is visiting Mrs. Laura Long and 
family. 


Mr. and Mrs. Henry Horn were 


Bedford visitors last Saturday. 


H. N. Shoemaker has returned 


home after a couple weeks' visit at 
Somerset, Pittsburg and Cumber- 
land. 


ation. He is getting along very good . John and Miss Almeda Smawley 
n-t- 
<4-Tl-I« 
-l-f-wi „ 
_ 
_ 
_ 
. 
. 
. 
. 
. 


Dunning's Creek Keformed Charge 
Pleasant Hill: Sunday School 2:30. 


St. Paul's: Special services Saturday 
evening at 8 o'clock; communion 
Sunday at 10; Sunday School at 9. 
St. Luke's: Sunday School at 1:301 
divine worship at 2:30. 


E. A. G. Hermann, Pastor. 


Church of God 


There will be preaching in the 


Church of God at Saxton July 25 at 
10:30 a. m. and 7:30 p. m.; Sunday 
School at 9:30; Endeavor at 6:45. 
Preaching 
at Coalmont at 
2:30. 


Normal commencement at Round 
Knob July 31 at 7:30 p. m. 


F. W. McGuire, Pastor. 


at this time. 


Thursday of last week we had a 


terrific electrical storm, accompanied 
by rain, hail and wind. Hail fell as 
large as hulled walnuts and did con- 
siderable 
damage 
for 
Frederick 


Smith, Harry Deremer, Jacob Nave 
and Olen S. Hook. Fortunately the 
track of hail was not more than a 
half mile .wide. 


Our 
farmers 
are 
pretty 
well 


through with their grain and hay, 
but you hear them say we need rain. 


We are sorry to hear of Mrs. James 


Drenning's sudden illness, but hope 
she will soon recover. 
R. 


of Mt. Union, are visiting Mr. and 
Mrs. George Colvin and other rela- 
tives. 


Miss Mary Williams returned on 


Wednesday from a visit with rela- 
tives in Everett. 


Malachi Mock of near Bedford is a 


visitor here at present. 


Howard Taylor and daughter were 


| visiting Mr. and Mrs. W. V. Taylor 
on Saturday. 


Springhope 


July 21—A goodly number of our 


farmers have finished harvesting all 
but the oats, which will be a short 
crop if it does not rain soon. 


J. D. Pensyl was on the sick list 


last week. 


Ed. McCreary and wife, who have 


been visiting here the past two 
weeks, left for their home at South 
Sharon on Saturday. 


George Wolfe, who has been hous- 


ed up for the past five months, is 
able to be out awhile each day. 


Misses Gertrude and Carrie Davis, 


of near Pleasantville, spent Sunday 
in our midst. 


.Rev. Willfongue of West Consho- 


hocken 
is harvesting for Harry 


Hoover. He is a good hand, as well 
as a preacher. 


Mrs. Pierre Hershberger, who has 


The school board has elected Mr. | been bedfast the past week, is again 


Walker of Alum Bank as intermedi-' able to be around. 
ate teacher and Mr. Guyer of Loys- 
burg as principal, and Miss Annie 


of 
Everett 
as 
primary 


The Big Sale at the Metropolitan 


Clothing and Shoe House of Bedford 
is the talk of the town; bargains ga- 
lore. 


The Big Sale at the Metropolitan 


Clothing and Shoe House of Bedford 
is the talk of the town; bargains ga- 
lore. 


New Paris 


July 21—We are having excellent 


weather for making hay but not so 
good for the growing crops. 
The 


ground is very dry. 


Espy Barefoot is classed 


the sick of our community. 


among 


Miss Daisy 


from 
a few 


Hiner 
weeks' 


friends in Johnstown. 


has returned 
stay 
among 


Crawford's Care as a Writer. 


Not an Affair of the Heart. 


They stood at her door, and there 


seemed to be some constraint between 
them 


He was a trifle older than she, and 


she had the advantage of him in look« 
too. 


In his cj es there was supplication 


and in bers there were disdain, scorn, 
rejection. 


"If I might"— he began. 
"JN 
To, sir," she Interrupted. "It is to- 


tally unnecessary." 


"But"— 
"I do not wish to hear you." 
"Ono word." 
"Not one, sir." 
"Well, if you won't"— 
"I want nothing you can offer me " 
"But I"— 
"Once for all, I tell you I want no 


Shware today." 


Sho shut the door and went in, nnd 


the peddler went on to the next house 


Defiant of Fashion. 


"Those people don't seem to care 


what the world thinks of them,'" sale! 
the fashionable woman. 


"How do ypu know?" 
"They still play progressive euchre 


and croquet"—Washington Star. 


Mr. F. Marion Crawford, we are told, 


once agreed to write for the Londor 
Sphere a novel with Dante for its 
hero. 
"The Harvest of the Sword" 


was to have been its title. The letter 
which he wrote to Mr. C. K. Shorter 
explaining his failure to fulfill his 
promise testifies to his conscientious 
care In authorship: 


"I can only say that It is in no sense 


my fault if I cannot give you the book 
after all at the time appointed and 
that if I succeed in writing it you ol 
course have the first claim to It for 
serial publication if you still wish to 
use ft next year. 
I hnve worked at 


the , manuscript r 
raittingly 
for 


months. 
I began it four times. 
I 


havei.iaQne everything in my power to 
write it and have done no other work 
since Aug. 1, and the result is so ut 
terly unsatisfactory that after allow- 
ing the first three chapters to be sent 
to you) I decided, to cable and throw 
up the contract. It Is the first time : 
have, ever done such a thing, and I 
am driven to it by the great difficul- 
ties "of the subject and not by any neg- 
lect.' I decline to allow a book so Im- 
perfect to go before the public, while 
feellBE that-by'renewed labor I may 
succeed in the end. - That,-^ my whole 
and only etcu^e'. • 'Make it public- in 
any way you please, together with the 
great regret I feel at dlsappomtins 
you." 
I ' 


D. R. Holderbaum started out on 


Tuesday with his steam thresher, the 
first set being for J. R. Sleek. 


W. W. Shollenberger and wife and 


Mrs. Eliza Shriner spent the greater 
part of last week visiting friends at 
Hollidaysburg and Roaring Spring. 


The Evangelical Association held a 


quarterly meeting at this place Sat- 
urday afternoon and communion ser- 
vices Sunday morning. The services 
were conducted by the Presiding 
Elder, Rev. W. H. McLaughlin, of 
Johnstown. 


A temperance rally meeting will be 


held in the Evangelical Church Sun- 
day afternoon, August l,,at 2 o'clock, 


Hoover 
teacher. 


Mr. and Mrs. Henry Mowry and 


daughter, of New Buena Vista, visit- 
ed Mrs. Mowry's parents, Mr. and 
Mrs. J. H. Black, on Saturday. 


Mrs. Maggie Tucker returned home 


from Ryot last week. 


Mrs. E. L. Smith has been in Fish- 


ertown for some time helping to care 
for her mother, who is very ill. 


The splendid service of "Story and 


Song" given in the Methodist Epis- 
copal Church last Sunday night was 
highly appreciated by a large and at- 
tentive audience. The excellent music 
that was rendered is a credit to the 
large choir of young people, and es- 
pecially to the able and accomplished 
organist and choir instructor, Mrs. 
A. B. Ross. A neat sum was realized 
for the Board of Education. 
Five 


were received into the church on 
probation. 


The Lutherans have erected a 'nice 


large stable on their parsonage lot. 
J H Williams of this place and Wil- 
liam Zeigler of Springhope were the 
carpenters. 


H B Zeigler and family, of Johns- 


Mrs. Ed. Randolph and three chil- 


dren, of Huntingdon, who have been 
visiting here, left on Saturday last. 
She was accompanied home by her 
sister, Mrs. William Zeigler, and son, 
of this place, who will visit at Hunt- 
ingdon and Saxton for a few days. 


The union picnic of the Sunday 


Schools of Fishertown will be held 
in Nathan Wolf's grove on. Saturday, 
August 7. 
Pilgrim. 


The Big Sale at the Metropolitan 


Clothing and Shoe House of Bedford 
is the talk of the town; bargains ga- 
lore. 


ImlertowjDt 


July 20—Grant Dibert, wife and 


daughter Margaret were Sunday vis- 
itors at Nevin Diehl's. 


Mrs. Long of St. Clairsville visited 


her daughter, Mrs. Charles Dibert, 
the past week. 


Miss Sue Barley and two nephews, 


of Altoona, were Sunday visitors of 
A. C. Koontz. 


S. S. Price of Clearville spent the 


past week with his brother, D. J. 
Price. 


Ed. Ernest, wife and son, of near 


Altoona, are visiting in this section. 


town, wore guests of Mrs. J. S. Bow- 
Ralph Dibert of Pensyl HoUow 


ser several days recently. 


instead 
merly 


of July 25 as stated for- 


The Big Sale at the Metropolitan 


Clothing and Shoe House of Bedford 
is the talk of the town, bargains ga- 
lore. 


Literal Aid. 


"So you'-nmke your wife do all the 


carting at dinner?" 


"Snre! Isn't it a wife's duty to be a 


helpmeet?"—Baltimore American. 


Auxiliary Social 


The Auxiliary of the Church of 


God at Saxton held a social at the 
home of Miss Carrie Roland in Ston- 
erstown on July 12. 
Some twenty- 


eight persons were present and a de- 
lightful evening was spent along the 
river bank. 
The Auxiliary, whose 


members consist of young ladies, 
has been 'doing much to help the 
church in its work. 
Recently they 


made a number of improvements 
about the parsonage. 
They expect 


to hold a festival August 21. 


| spent Sundaj with his parents, Mr. 


Mrs C C Gumbert returned home j and Mrs. Charles TMbert 


on Tuesday from a visit at Wichita,' 
Rev E. A G Hermann spent Sun- 


Kan., and other places. 


Myrtle Margaret, infant daughter 


of Piper Smith of Wmdber, died at 
the home of his sister, Mrs. Manford 
Beckley, near here Monday morning, 
July 19, aged about six months. Her 
father and a little brother survive 
After a short service at the home the 
body was taken to Fishertown and 
the funeral preacheo. in the church 
by Rev. Gumbert. She was then laid 
to rest by the side of her mother, 
who died at her birth. 


j day with W. Nevin Diehl. 


Miss Ella Grouse of Bedford is vis- 


iting Miss Elsie Reighard. 


The Big Sale at the Metropolitan 


Clothing and Shoe House of Bedford 
is the talk of the town; bargains ga- 
lore 


The Big Sale at the Metropolitan 


Clothing and Shoe House of Bedford 
is the talk of the to\vn; bargains ga- 
lore, 
i 


Ryot 


Julj 20—Jacob Miller spent a few 


aajs last week with his • daughter, 
Mrs. Irvin Ernest, at Point. 


Mrs. Richard Griffith is visiting 


friends in Portage at present. 


Mr. and Mrs. Harry Bowser and 


son, of Windber, were in this com- 
munity a few days last week. 


Miss Carrie Bowser, -who spent 


some time in Windber, has returned 
Sohfllsbiirs M. E. Charge 


Broaching at^ Mann's Choice at toTer" home'at'thi"s'pYace." 


Mr. and Mrs. Harry Sadler, 
10:30 a. m. and at Buffalo Mills at 


ManZan 


Reaches the spot. 
Siops pain. True 
Great Pile Rem- 
edy. Put vtp in 
tubes wltrt recta! 
nozzle, SO cents. 


The Lock Haven State 
Normal 


7:30 p. m.; the quarte-ly collection 
will be lifted. 
It is especially de- 


School completed the most prosper- s»lred that all probationers be pres- 
ous year in its history. The gradual- j ent. 
ing class numbered one hundred and 
it was a fine body of young people. 
Ii, is gratifying to note that all who 
desire to teach have schools. 
This 


Normal Schodl is one ot the best in 
the state. Write for a catalog. 


Come and worship with 


George W. King, Pastoi. 


of 


Hannastowu, Jiro guests of'Mrs. Sad- 
ler's parents, Mr. and Mrs* John 
Fleegle. 
» 


Mxkes Kidneys and Bladder Right 


The Big Sale at the Metropolitan 


Clothing and Shoe House of Bedford 
is the talk of the town; bargains ga- 
lore. 


'SPAPFRI 
.TSPA.PERI 


THE GAZETTE, FRIDAY, JULY 23, 1909. 


TESTED 


o 
WEAR PROVED* 


METAL gHBNtSLES 
have been in 


use on large and small buildings all over America—under all 
conditions of v/ear and weather—for more than 23 years—yet 
no one has seen a wornout Cortri~ht roof—many have seer, a 
Cortright roof moved from one building to another. 


If you v/ant the best roof -r.oncy can buy, vr^e for our three 


free books, showing nil styles of Co-triq-ht Mital Shingles, as used 
all over America, and the name of yo-f rcig-'ibor using them. 
COETRIGHT METAL ROOFING CO., SG FI. 23d St., 


WE ARE SELLING 


Those Beautiful Lots in Alsip's Addition to Bedford Borough. 


WHY PAY RENT ? 


Buy one rof these lots and build your nest here. 
Persons 


contemplating housekeeping or planning for a home, will find 
this the ideal spot. 
Lots in high state of cultivation, 60x200 


and 60x220 feet. Easy payment. 


FLETCHER & TATE, Bedford, Pa. 


P E N N SYLVANIA 
CTATE NORMAL SCHOOl 
0 


Governors of Pennsylvania 


I 


Our 36th year opens September 14th, 1909. 


Send for our new catalogue—beautifully illustrated—full 


in detail. 
Proper training for life in its broadest sense. 
Ideal location, ] 


1300 Ireet above the sea. Perfect modern equipment. "Scholarly, Christian 
influence. . Dr~ JAMES E. AMENT, Principal, Indiana, Pa. • ,. 
• 


Eat What 


You Want of the food you need 


Kodol will digest it. 


JAMES ADDAMS BEAVER—1887-1891. 


James Addams Beaver was born in 1837 at Millersto-wn, a descendant of 


a Palatinate settler 
He was admitted to the bar in 1859 and began the 


practice of law at Bellefonte. When the civil war broke out he was commis- 
sioned first lieutenant of the Second Pennsylvania volunteers. ,He was pro- 
moted at various times for gallant conduct on the battlefield, especially for 
his bravery at Cold Harbor as a brigade commander, and was brevetted brig- 
adier general. 
He lost his right leg at Reams Station, Va., Aug. 25, 1864. 


In 1881 Mr. Beaver received the Republican caucus nomination for United 
States senator, but was defeated The following yenr he was defeated as the 
Republican candidate for governor 
Still undaunted, he was in 1886 again 


the Republican candidate for governor and was elected by a large majority. 
He was appointed in 1805 to fill a vacancy on the state supreme court bench 
and was elected for the full term the following year and still holds that 
position. 


You need a sufficient amount of 


good wholesome food and more than 
this you need to fully digest it. 


Else you can't gain strength, nor 


can you strengthen your stomach if 
It is weak. 


You must eat in order to live and 


maintain strength. 


You must not diet, because the 


, body requires that you eat a suffic-' 
' lent amount of food regularly. 


But this food must be digested, 


and it must be digested thoroughly. 


When the stomach can't do it, 


you must take something that will 
help the stomach. 


The proper way to do is to eat 


what you want, and let Kodol di- 
gest the food. 


Nothing else can do this. "When 
the stomach is weak it needs help; 
you must help it by giving it rest, 
and Kodol will do that. 


Our Guarantee 


Go to your druggist today, and 


purchase a dollar bottle, and if you 
can honestly say, that you did not 
receive any benefits from it, after 
using the entire bottle, the drug- 
gist will refund your money to you 
without question or delay. 


We will pay the druggist the price 


of the bottle purchased by you. 


This offer applies to the large 


bottle only and to but one in a 
family. 


We could not afford to make such 


an offer, unless we positively knew 
what Kodol will do for you. 


It would bankrupt us. 
The dollar bottle contains 2K times 


as much as the fifty cent bottle. 


Kodol Is made at the laboratories 
of E. C. DeWitt & Co., Chicago. 


SOLD BY ALL DRUGGISTS. 


SPECIAL OFFERS 


We can furnish to old or new subscribers the following papers at 


greatly reduced prices: 


NATIONAL MONTHLY 


The National Monthly, a Democratic Magazine for Men and Women, 


(regular price $1.00), and The Gazette for one year, $2.0O. 


THE COMMONER 


The Commoner (Bryan's paper), weekly, regular price $1.00, and 


The Gazette for one year, $2.10. 


PHILADELPHIA RECORD 


The Daily Record (regular price ?3) and Gazette for one year at 


f4.OO; six months, $2.OO. 


NORTH AMERICAN 


The Gazette and daily North American (regular price $3) one year, 


$3.85; six months, $1.95. 


PITTSBURG POST 


•• The daily Post (regular price $5) and Gazette one year -^5; slj 


months, $2.6©. 


STAR-INDEPENDENT 


The daily Harrisburg Star-Independent and Gaveice one year, $3.3O; 


*ix months. $1.70. 


ALL MAGAZINES 


. We> can furnish, at reduced rates, a»> magazine which clubs vrlrh 


newspapers. Let us know your want* h<\A we will quote you the he«i 
prices obtainable. We can save yon nonoy. 


,., 
, .SOUVENIR ALBUMS 


For Threp Dollan we~wlll «end-The Gazette to hew subscribers for 
Two Jfeors and fun?IF* » copy ot Bedford's- Old Home Week Sonvenit 
Alburo.V This book if printed on glazed halftone paper., la '9*£ ; by l? 
Inches fe -alie and contain* Hit'cuts; historical and modern; also the offl- 
c«rx-&Dd>committees of the organization, tbft full programs of the week, 
tbe address ot welcome by the late Burges? Tohr R. Jordan, Col. John H. 
Filler's oration, Hon B. F. Meyers' ^uf-ir, <:•• .. 
-m Home, and many 
other feature*. 


. . . 
. LETMJS HAVE YOUR ORDER MOW 


GAZETTE PUBLISHING COMPANY, 


BEDFORD PENNA. 


SPAPFRI 


HENRY 
MARTYN HOYT—1879-1883. 


The army record of Henry Martyn Hoyt had much to do with his elec- 


tion as chief executive of the state. Born of English parentage 'in 1830 at 
Kingston, he was graduated in 1849 at Williams college He.turned his at- 
tention to the study of law and in 1853 was admitted to the bar in Luzerne 
county. 
TTpon the outbreak of the civil war he raised a regiment, the Fifty- 


second Pennsylvania volunteers, and was commissioned lieutenant colonel. 
Two years later he was made colonel. 
At the close of the war he was 


brevetted brigadier general 
In 1875 be was made chairmaa of the Repub- 


lican state committee. He was elected governor in 18TS upon a "sound 
money" issue. He served one term of four years, his being the first adminis- 
tration under the constitution of 1873. which provided that the term of gov- 
ernor should be four years and that a governor could not succeed himself in 
office. 
Pennsylvania Railroad 


PERSONALLY - CONDUCTED EXCURSIONS 
NIAGARA PALLS 
July 28, August 11, 25, September 8, 22, and October 6, 1909 


BEDF°RD 


Tickets good going on train leaving 9: 1C A. M., connecting with SPECIAL, 


TRAIN of Pullman Parlor Cars, Dining Car and Day Coaches running via the 


PICTURESQUE SUSQUEHANNA VALIjEY ROUTE 


Ticket* good returning on regular trains within FIFTEEN DAYS7 including 


d.-ite of excursion. Stop-off within limit allowed at Buffalo returning 


Illustrated Booklet and full information may be obtained from Ticket Agents. 


4. R, WOOD . 
, 
. 
GBO. W.JpOYD 
Passenger Traffic Manager 
. 
General Passenger Agent 


,-r* • 
WHEN YOU WANT TO BUY A 
PIANO or aid ORGAN 


Conpult L5ORCH, Inc,, f>f Johnstown or Altouna, and get cata- 
log uet, terms and priots on their Complete Line, also their 
Special Bargain Line. 
-" 
. 


AGENf S WANTED, 
, 
; 


Cor. Vine and Franklin Sts., Johnstown, Pa., 


(,? 
or nth St., Altoonn, Pa. 
; 
, , 
,<ti 
. ^ j * * " * / " 
v*n" 
^ ti i 


.». .^ ^^ >. 


THE GAZETTE 


Treat your machine right by 


using the right gasolines. 
WAVERLY 


76°— 
MOTOR- 
STOVE— 


Three cpecial (Trades. Made* from 


Pennsylvania Crude Oil. Give instan- 
taneous, powerful,clean explosion. Pos- 
itively will not form carbon deposits 
on spark plugs or in cylinders. Ignites 
readily—never fails. Ask your dealer. 
Wttverly Oil WorJtea Co. 


Independent Oil Befiuers 


'Pa. 


F. H. FOLTZ, Broker, 


35 East Grant Street, 


LANCASTER, PA. 


Stocks and Grain bought and 


sold on reasonable margins. 
Private wires in connection with. 


Price & Co.. Inc.,, Baltimore, Md. 


All deposits absolutely guaran- 


teed. Write for further informa- 
tion. 
6-il-lrno 


JAMES H. EVANS, 


Practical Auctioneer, 


EVERETT, PA. 


Auctions and sales attended to 


promptly. Fifteen years' experience. 
Both phones. 


HONEY'NoTAR 


The original 


LAXATIVE cough remedy, 
For coug-hs, colds, throat and lung 
troubles. No opiates. Non-alcoholic. 
Good for everybody. Sold everywhere, 


The genuine 


FOLEY'S HONEY and TAR is in 
a Yellow package. Refuse substitute*. 


Prepared only by 


Foley & Company, Chicago. 


Ed. D. Heckermao Omccifit, Bedford 


THE THRICE-A-WEEK WORLD 


Always Tells the News as it is, 


Promptly and Fully. 


It has invariably been the great ef- 


fort of the Thrice-a-Week edition of 
the New York World to publish the 
news impartially in order that it may 
be an accurate reporter of what has 
happened. It tells the truth, irre- 
spective of party, and for that reason 
it has achieved a position with the 
public unique among papers of Its 
class. 


If you want the news as it really Is, 


subscribe to the Thrice-a-Week edi- 
tion of the New York World, which 
comes to you every other day except 
Sunday, and" Is thus practically a 
daily at the price of a weekly. 


The Thrice-a-Week World's regu- 


lar subscription price Is only |1 ?er 
year, and this payo for 156 papers. 
We offer this unequalled newspaper 
and The Bedford Gazette together for 
OTIP year for $2.20. The regular sub- 
scription price of the two papers IF 
J2.60. 


ADMINISTRATOR'S NOTICE 


[Estftte of Dr. S. 6. Stkttcr, late of 
Pleasantville 
Borough, 
Bedford 


County, P*»»v deceased.] 
Letters of "administration op ' the 
above estate having been granted to 
the undersigned,, all persons Indebted 
to the said- estate are requested to 
make- prompt payment, and those 
having claims to present the same 
without delay'to 
DR. SV'fc. STATLER, 
Administrator, ' 
Johnstown, Pa. 
FRANK FLETCHER, Attorney. 
July 2, 6w. 


THE 


First National Bank 


BEDFORD, PA. 


Capital 
$100,000 


United States bonds 
100,000 
Liability of Shareholders. . 100,0*00 
Surplus and undivided pro- 
fits 
70,oeo 


Security to Depositors more 
than 
500,000 


Three per cent, interest 
paid on time deposits. 


The 
accounts of Corporations, 
Firms and Individuals received upon 
the most favorable terms consistent 
with safe and conservative .banking. 


OFFICERS 


OSCAR D. DOTY 
President 
A. B. EGOLP 
Vice President 


H. B. CESSNA.... Assistant Cashier 


DIRECTORS 


Oscar D. Doty 
Jacob Chamberlain 
A. B. Egolf 
Patrick Hughes 
J.H.Longenecker John P. Cuppett 
Edmund L. Smith 


HUNTINGDON AND BROAD TOP 


MOUNTAIN RAILROAD. 


In Effect May 30, 19O9. 


NORTH. 
STATIONS. 
SOUTH. 


p. m. a. m. Lv. 
5.05 
5.08 
5.15 
5.25 
5.34 
5.38 
5.'50 


9.30 
9.33 
9.40 
9.49 
9.58 
10.03 
10.15 


Ar. 
.Mt. Dallas. 
. Everett .. 
Tatesville _ 
. Cypher . . 
Hopewell . 
Riddlesburg 
A. Saxton Lr. 


a. m. p. m. 
10.15 7.15 
10.11 
10.00 
9.49 
9.37 
9.32 
9.20 


7.12 
7.03 
6.54 
6.46 
6.42 
6.31 


4.30 
4.45 
5.00 


8.30 
8.45 
9.00 


L. Dudley A. 
. Coalmont . 
A. Saxton L. 


10.15 7.05 
9.55 6.50- 
9.30 6.35 


5.50 
6.00 
6.05 
6.11 
6.18 
6.22 
6.27 
6-.31 
6.40 


A. 
10.15 L. Saxton 
10.25 
. .. Cove 


10.30 
. Hummel . 


10.35 
. Entriken . 


10.42 
Marklesburg 


10.46 
Brumbaugh 
10.51 .. Grafton .. 
10.55 McConnellst'n 
11.05 Huntingdon 


9.20 
9.08 
9.04 
8.59 
8.52 
8.48 
8.43 
8.39 
8.30 


6.31 
6.20 
6.16 
6.11 
6.00 
5.56 
5.52 
5.48- 
5.40- 


4.45 9,10 
Bedford . 10.35 7.35- 


Bedford Special 


Train No. 5 leaves Huntingdon at 


1.55 p. m. and arrives at Bedford at 
3.50 
p. m. Train No. 6 leaves Bed- 


ford at 2,05 p. m. and arrives afc 
Huntingdon at 3.55 p. m. 


Sunday Trains 


Trains leave Huntingdon at 8.45 a_ 
m. and 5.40 p. m. and arrive at Bed- 
ford at 10.30 a. m. and 7.25 p. m_ 
Trains leave Bedford at 9.45 a. m_ 
and 3.20 p. m. and arrive at Hunt- 
ingdon at 11.30 a. m. and 5.05 p. m,- 


DR. CHARLES R. GRISSINGER 


DENTIST 


BEDFORD. 
- 
- 
- 
- 
P.I 


Porcelain Inlay, Crown and BrJdg®. 


Work. 
Somnoform or Gas adminU- 


tered. 
Careful attention. 


Office on Juliana Street, above J . 


H. Jordan's Law Office. 
Humphrey D. Tate 


Attorney-at-Law 


BEDFORD, PA. 


Office on Public Square. 
D. Lloyd Claycomb 


Attorney-at-Law 


ALTOONA, PA. 


All business entrusted to my care- 


will receive prompt attention. n6-0& 
B. C. McNamara 


Attorney-at-Law 


BEDFORD, PA. 


Office in Ridenour Block. 
oct28-9& 


Frank Fletcher 


Attorney-at-Law 


BEDFORD, PA. 


Office on Public Square. 


WINDSOR HOTEL 


W. T. BRUBAKER, MANAGER 


Midway between Broad St. Station and 
Reading Terminal on Filbert St. 


European, Jl.oo per day and up 
American, 12.50 per day Mid up 


The onlr moderate priced hotel of reputation 
and consequence in 


• PHILADELPHIA 


Bedford Planing Mill Co. 


LUMBER, 


Slate, Brick, Shingles, Planing 


Mill Work of every description. 


A. G. STEINER, S«pt. 


-\ 


THE GAZETTE, FRIDAY, JULY 23, 1909. 


Fortune Telling 


Does not take into consideration the one essential to wom- 
an's happiness—womanly health. 


The woman who neglects her health is neglecting the 


very foundation of all good fortune. For without health 
love loses its lustre and gold is but dross. 


Womanly health when lost or impaired may generally be 


regained by the use of Dr. Pierce's Favorite Prescription. 


This Prescription lias, for over 4fO years, 
Jbeen curing delicate, vtealt, p£in*v/radced 
women, by the hundreds of thousands 
and this too in the privacy of their homes 
without their having to submit to indeli' 
cate questionings and offensively 
repufr 
jtant examinations. 


Sick women are invited to consult Dr. Pierce by letter free. 
All correspondence held as sacredly confidential. Address World's Dispensary 
Medical Association, R. V, Pierce, M. D., President, Buffalo, N. Y. 


DR. PIERCB'S GREAT FAMILY DOCTOR BOOK, The People's Common Sense 


Medical Adviser, newly revised np-to-date edition—1000 pages, answers in 
Plain English hosts of delicate questions which every woman, single or married, 
ought to know about. Sent free, in plain wrapper to any address on receipt of 
21 one-cent stamps to cover mailing only, or in cloth binding for 31 stamps. 


The above are photographs of Mr. D. W. Hockenbury, Ex- 


County Commissioner of Bedford County, while under treatment 
for the removal of a Facial Cancer by my method. Write him, ad- 
dress, R. F. D. No. 6, Everett, Pa. 


* A real cure for Cancer without the use of the knife; without the loss 


of blood and very little suffering. Can sleep at night, and every one re- 
moved in from 8 to 12 days. Years of experience and scientific research 
nave brought me into possession of a cure for that "dreaded" disease CAN- 
CER, that is infallible. No Cure—No Pay. The names of a few from 
whom I have removed Cancers: 


S. A. Cessna, Ex-County Treasurer, Bedford, Pa. 
W. B. Defibaugh, Six Mile Run, Pa. 
j> 


_ 
W. F. James, 7 Henry St., Cumberland, Md. 
Edmund Ash, R. F. D. No. 1, Clearville, Pa. 


Write for particulars—all communications receive prompt attention. 


A. C. WOLF, M. D., 


CANCER SPECIALIST, P. 6. Box 40!', Bedford, Pa. 


Penn Mutual Life Insurance Company 


OF PHILADELPHIA. 


61st ANNUAL STATEMENT 


Large Annual Dividends Guaranteed 


New Busines, 1908 
- 
- 
$68,124,877 


Outstanding Insurance 
- 
$446,688,236 


Gross'Assets, Dec. 31, 1908, $100,134,376.64 
Paid Policy Holders, 1908, 
- 
$9,014,000 


, 
\ 


For further information address 


D. R. STILES, 


Somerset and Bedford County Agent, 


Waverly Hotel, 
- 
BEDFORD, PA. 


James H. Bamdollar 


James H. Barndollar died at the 
Harry Clingerman 


Harry Clingerman, an aged retired 


State Hospital at Harrisburg, Satur- farmer, died at his home near Pur- 
day, July 10, aged 32 years, Tour cell Wednesday, July 14. The funeral 
months and 23 days. 
He was the was held last Friday, 


son of Jacob Barndollar and was 
born in Everett, February 18, 1877. 
Beside his father, he is survived by 
his wife and two children; also one 
brother, Alton, and five sisters—Mrs. 
S. W. Wehn, Mrs. Charles Smouse, 
iurs B. H. Biddle, Mrs. H. R. Brady, 


Many people with chronic throat 
and lunS trouble have found comfort 


oley's 
Tar 
as it cures stubborn coughs after oth- 
er treatment has failed. L. M. Rug- 
gles, Reasnor, Iowa, writes: "The 
doctors said I had consumption, aud 


o£ Everett, and Mrs. Lovell Cooper ^got no better until I took Foley's 
_, «_T. 
'*.. ^ ^ 
Honey and Tar. It stopped the hem- 
o£ Schenectady, N. Y. 


The funeral 
services 
were held 


Monday afternoon, conducted by Rev 
J. R. Van Pelt. - Interment in Everett 
Cemetery. 


It stopped the hem- 
orrhages and pain in my lungs and 
they are now as sound as a bullet. 
Ed. D. Heckerman. 


If people with symptoms of kidney I Saturday, July 10, 


or bladder trouble could realize their 
danger they would without loss of 


Ncal Bennett 


Neal Bennett, aged 21 years, died 


at the County 
brother-in-law, 
Almshouse. 
His 


ney Remedy. 
This 
great remedy 


stops the pain and the irregularities, 
strengthens and builds up these or- 
gans and there 
is no 
danger of 


Bright's disease or other serious dis- 
order. 
Do not disregard th<* early 


s> mptonis. 
Ed. D. Ileckerman. 


Luther Fetters of Chaneysville, took 
charge of the body which was taken 


i to Everett and 
from there to Mr. 


Fetters' home, where funeral services 
were held Monday, July 12. 


- , 
William Mfellott. 


William Mellott-o£ near 
Mattie, 


died' Wednesday, July 14, aged about 
62 years. 
His wife and seVeral chil- 


dren survive. Funeral services we?c 
held!. Friday 
at .Stevens' 
Chapel 


whore interment was made 


ManZan is good for any kind of 


Piles. If stops inflammation, creates 
a normal circulation, thus reducing 
the Piles, and heals the,parts affect- 
ed.- 
ManZan may be conveniently 


and easily appled, as the tube In 
whidh it is put up has a small, patent 
nozij,e attached. 
HecKS-fttaa 


Sold 
by* Ed. 
D.- 


Foley's Honey and Tar not only 


stops chronic coughs that weaken the 
constitution and develop into con- 
sumption, but heals and strengthens 
the lungs. It affords comfort and re- 
lief in the worst cases of chronic 
bronchitis, asthma, hay fever and 
lung trouble. 
Ed. D. Heckerman 


THE RIVER SEINE. 


Ijife Xiike a IJawii Mower 


Life is a good deal like running a 


lawn mower. Just at the time you 
think everything is going smoothly 
and start to cut loose you strike a 
rock.—Detroit Free Press. 


A specific for pain^-Dr> Thomas' 
Eclectric Oil, strongest, cheapest lini- 
ment ever devised. 
A household 
remedy in America^ for-2 5" years* 


It 
Is the 
Most 
Picturesque of the 


Highways of Paris. 


We have lieard almost too much of 


the streets of Paris and not enough of 
that street most distinctive of all—the 
riror SPJUP. Flowing through the city 
for sis miles, it Is a highway, with its 
bateaux mbuehes. its bridges and its 
quays. Of a dark night the Seine may 
secMii to lugubrious fancy the symbol 
of death in tbe city's life abounding— 
murkv deatb and inky crime, oozy and 
silent wicUedness. 
Yet normally, even 


perhaps to suicides, the Seine is but 
the mirror of a city's mood 
There are 


lights everywhere—lights lengthened 
in the water. 
The Louvre and the 


Conciersjerie shown in the strejini^are 
things tuirer than their originals 
It 


is better to looU upon the eddying re- 
flections of the bridges here than to 
stand in the Place de la Concorde, 
bright with its orange lamps in honor 
of an auto show. The lights on the 
Seine and its images are more alluring, 
more innately of fairyland and Paris, 
than the gilded boulevards. 


Nor is it only in the moonlight that 


the Seme has charms. 
The holiday 


sculler finds it a paradise for miles 
above the city, and there are ever such 
fishermen as Maupassant's 
Renard. 


Line fishing is more than a mild sport 
at Paris. Even to watch its devotees 
seems to amuse your true Parisian. A 
legend tells us that in the commune 
days, when the Hotel de Ville was 
fired on and a dark page written in the 
city's history, the Seine fishermen pur- 
sued their 
pastime, 
imperturbable. 


And the tale seems likely enough as 
the saunterer watches the fisher folk, 
whose leisure may be envied more 
than their occupation and who are 
found not on the city quays alone, but 
In the banlieu, where the Seine's green 
bank is dabbed with villages in brown 
and red and gray and where one stop 
to watch the peasants bathe their 
horsed in the stream itself, rabbin 
them down soon afterward by the riv- 
er's brink. Within the city there ar 
the men who clip poodles on the quay 
and higher book and picture stall 
with their merchants and shifting 
groups of bargain hunters—the Odeon 
arcade for new books, the riverside fo 
old.—Scrtbner's Magazine. 


strengthens the 


nerves, supplies lime for the teeth, 
keeps the baby growing. 


Get a small bottle now. 
All Druggists 


Dyspepsia is our national ailment 


Burdock Blood Bitters is the nationa 
cure for it. 
It strengthens stomach 


membranes, promotes flow of diges 
tive juices, purifies the blood, buildi 
you up. 


Old Time Gas Charges. 


The price of gas in the early part <X 


the last century is shown by a sched 
ule of charges issued by the Iiiverpoo 
Gaslight company in the year 1817 
Instead of ro much per cubic foot be- 
ing levied each individual burner was 
charged for, and the price varied ac 
cording to the hour at which the Ugh 
was to be extinguished. 
Thus fo: 


using one No. 1 Argand burner up til 
8 p. m. £3 per annum had to be paid 
For the right to keep it alight until 9 
£3 18s. was the figure, while those 
roistering blades who sat up till 10, 11 
or 12 had to disburse £4 16s., £5 12s 
and £6 8s. respectively. Imagine the 
gas bill at a house where ten or twelve 
burners are flaring away until the 
small hours if such a method of taxa- 
tion were in force nowadays!—Liver- 
pool Post 


Any skin itching is a temper-tester 


The more you scratch, the worse it 
itches. Doan's Ointment cures piles 
eczema—any skin itching. 
At all 


drug stores. 


Tha Smuggled Box. 


A joker had some fun with the c-us 


toms officials at Xovr Yorlc some years 
ago. A son-ant had gone ashore from 
a Germ in liner with a basket and was 
about to leave the pier when a passen- 
ger w hi-^pered to a customs officer that 
he had better see what the basket con- 
tained. Following the tip, the basket 
bearer was detained, and a wooden 
box was found among a lot of soiled 
linen. The box contained another and 
this still another box, the third secure- 
ly fastened with screws. When these 
were removed a card was discovered 
on which was written in three lan- 
guages, "This is the 1st of April. 
Many happy returns of the day." 


"I have been somewhat costive, 


but Doan's Regulets gave just the re- 
sults resired. 
They act mildly and 


regulate 
the 
bowels 
perfectly."— 


eorge B. Krause, 306 Walnut Ave , 


Altoona, Pa. 


Extremely So. 


"But why did you eat the cake she 


baked?" 


"I w antod to make myself solid " 
"Did 
you succeed?" 


"I shoulJ say so. I felt like a ton o< 


lead."—Cleveland Leader 


Woman's Way. 


Blobbs—Have you ever noticed th.it 


;he average womnn gets off* a trolley 
aar backward? Slobbs—That's the way 
she gets off a joke too.—Philadelphia 
Jecord. 


Family Ties. 


Old Gentleman—Have you any fam- 


ily ties? Willie—Ob, yes, sir. Father 
makes me wear all his old onea. 
CASTOR! A 


For Infants and Chiidrea. 


The Kind You Have-Always Bought 


Bears the., 


Signatnro of 


• Rings Little Liver Pills—small, 
pleasant and easy to take. Sold by 
Ed. D. Heckerman. 


The Gazette" $1.50'per"year to a!5. 


Fruit for Children 


It is an old-fashioned rule, which 


many yet obey, that every one should 
take a tonic in th'e spring. 


Every child in years gone by was 


compelled to swallow that nauseous 
dose of oil which he so dreaded, or 
else that equally awful sulphur and 
molasses. 


True, these things may not do any 


great harm; but there aie correctibles 
which will do as much good and are 
naore pleasant to take. 


There is nothing more healthy tor 


man, woman or child than the fresh 
spiing vegetables and fruits which 
are not expensive. 
Nothing will do 


more to help cleai up the system 
than these fresh greens. 


The eating of meat should be re- 


duced, but not altogether discontin- 
ued. Every man requires meat. Veal 
and pork should be discontinued in 
the summer, and in their place plen- 
ty of fresh vegetables should be eat- 
en. 
When you do eat meat, add 


plenty of water cress to it. 


See that your children substitute 


fruit for candy. Be sure it is ripe— 
then let them go ahead. 


THE 
SCHOOL 


Lesson IV. — Thfrd Quarter, Fo 


July 25, 1909. 


THE INTERNATIONAL SERIES 


Text of the Lesson, Acts xvii, 16-3<! 


Memory Verse, 29—Golden Text, John 


Prepared 
b> 


CHildron 
Cry 


FOR FLETCHER'S 


C A S T O R I A 
Pineules are for all kidney, liver, 


bladder, rheumatic and urinary com- 
plaints. 
They assist in separating 


salt and water with their poisons 
from the blood. 
They act promptly. 


Sold by Ed. D. Heckerman. 


Boston Cream Cakes 


Put in a saucepan half a cup of 


butter and a cup of hot water. When 
they begin to boil, stir in a pint of 
sifted flour, beat and work well until 
perfectly smooth. 
Remove from the 


fire and when cold add five eggs, 
yolks and whites beaten separately. 
Beat in the yolks first and then the 
whites. 
Stir in half a teaspoonful of 


soda and a teaspoonful of salt. Drop 
on buttered tins in large spoonfuls 
an inch or so apart. Bake in a quick 
oven for fifteen or twenty minutes. 
When the cakes are done and have 
cooled off, make an incision in" the 
side of each cake and put in as much 
of the following cream filling as the 
cake will hold. 
Put half a pint of 


milk over the fire in a double boiler, 
stir in one cup of sugar, two table- 
spoonfuls of cornstarch and two eggs 
well beaten, and when the mixture 
has cooked sufficiently to thicken, 
add a teaspoonful of butter, remove 
from the fire and beat for a moment. 
When cool season with vanilla.-—New 
York World. 


Delay in commencing treatment 


for a slight irregularity that could 
have been cured quickly by Foley's 
Kidney Remedy may result in a seri- 
ous kidney disease. 
Foley's Kidney 


Remedy builds up the woin out tis- 
sues and strengthens these organs. 
Ed. D. Heckerman. 


Who Taught Her Caution? 


Isabel, aged four, was talking to an 


Imaginary friend over the telephone, 
when her mother heard her say: "Walt 
a minute, Rocksy. My brother Is right 
here listening to all you say, and my 
mother is in the room too. Don't tell 
me about it now."—Delineator. 


Careless. 


Visitor—So 
that's 
Miss Overton 


Don't you think she carries her age 
remarkably well? Artist—No, I don't. 
Sho has dropped several years of it to 
my personal knowledge — Illustrated 
Bits. 


Everyone would be benefited by 


aking Foley's Oiino Laxative for 
stomach and liver trouble and habitu- 
al constipation. 
It 
sweetens the 


stomach and breath, gently stimu- 
ates the liver and regulates the bow- 
ls and is much supeiior to pills and 
Didinary laxatives. 
Why not 
try 


'oloy's Orino Laxative today' 
Ed. 


D. Heckerman. 


S.(a 
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OACIJ i n;un 


j^sut; oj ouipsp I— 
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The surest ana easiest way to cure 
'cough or cold is by gently and free- 
y. moving the bowels. 
Bees Laxa- 


ive Cough Syrup is pleasant, stops 
he coughing and quickly relieves the 
old by allaying congestion and" by 
leasantly and promptly moving the 
owels. Sold by Ed. D. Heckerman. 


iv, 
24—Commentary 


Rev. 
D. M. Stearns. 


{Copyright, 1009, by American Press Association. 


In this lesson we find Paul at Ath 


ens, which might be called the seat o: 
earthly wisdom, and while he waited 
for Silas and Timothy to com>.to him 
from Berea his spirit was sirred as 
he saw the idolatry of the city, and 
knowing that the same Jesus wh 
saved him would save them, too, he 
could not refrain from preaching Je- 
sus to, them, not only in the synagogues 
of the Jews, but publicly in the mar 
ket every day and at all times to such 
devout people as were willing to listen 
to him. Some of the lovers of wisdom 
took him to Mars hill, and there h 
discoursed to them, as recorded in the 
lesson today—not reasoning out of the 
Scriptures, as with the Jews, who 
knew the Scriptures, but preaching 
Jesus to them as the Creator and as 
the Judge of all mankind, commanding 
all men everywhere to repent and turn 
to Him that they might be saved. 


We will not have the zeal for souls 


that Paul had unless we see them as 
he did—"without strength, ungodly, 
sinners, enemies" (Rom. v, 6-10), "chil 
dren of disobedience under the prince 
of the power of the air, children of 
wrath, without Christ, having no hope 
and without God in the world (Eph. ii, 
2, 3, 12). Then we must have the mind 
of God toward them, not willing that 
any should perish, but believing that 
He would have all to be saved by re- 
ceiving Jesus, who gave Himself for 
our sins and was made a curse for us 
(Gal. i, 4; iii, 13). Paul 'saw in these 
wise but foolish Athenians men for 
whom Christ died, and he longed for 
their deliverance from the prince of 
this world and from the powers of 
darkness. He took as his topic the in- 
scription on one of their many altars, 
"To the 
unknown God," and 
he 


preached to them the only living and 
true God, the Creator of all things, for 
if any man will come to God he-must 
believe that He is and that He is a re- 
warder of them that diligently seek 
Him (Heb. xi, 6). The opening words 
of Paul's discourse concerning the Cre- 
ator bring to mind Gen. 1, 1; John i, 
1-3; Col. i. 16; Heb. I, 1-3, along with 
Ps. xxxiii, 6; Isa. xl, 28; Jer. xxxii, 17; 
Acts iv, 24. and many more. His giv- 
ing to all life and breath and all things 
and that in Him we live and move and 
have our being (verses 25, 28) make us 
think of Dan. v, 23, "The God in 
whose hand thy breath is and whose 
are all thy ways," and of Heb. iv, 13. 
"Neither Is there any creature that is 
not manifest in His sight, but all 
things are naked and opened unto the 
eyes of Him with whom we have to 
do." 


That He has made of one blood all 


nations of men to dwell on all the face 
of the earth and appointed the bounds 
of their habitation (verse 26) does not 
seem to be quite in accord with the 
love of one's native land that so many 
sing about. Let the world sing, "My 
Country, 'TIs of Thee," but the Chris- 
tian whose citizenship is In heaven 
and who prays. "Thy kingdom come. 
Thy will be done In earth as It Is In 
heaven," should take a wider view and 
sing, "All nations whom Thou hast 
made shall come and worship before 
thee, O Lord, and shall glorify Thy 
name" (Ps. Ixxxvl. 9). "All nations 
shall come and worship before thee" 
(Rev 
xv, 4). and live anywhere on 


earth with equal cheerfulness If only 
through us the church. His body, may 
be gathered from all nations and the 
time of His worldwide kingdom has- 
tened. It Is His desire that all should 
seek Him and find Him, but while 
many are Ignorantly feeling after Him 
how can they ever find Him if no one 
ever tells them of Him? Does It not 
seem clear as the light that the one 
thing a believer is on earth for Is to 
declare to all the righteousness of God 
In Christ; that all who will may ob- 
tain this righteousness and be justified 
freely by His grace through the re- 
demption that is in Christ Jesus? This 
Jesus, Son of God, whom He raised 
from the dead, He has ordained to be 
Judge of all the world, and therefore 
He commands all men to repent that 
He may not have to say to them, "De- 
part from me, ye cursed, into everlast- 
ing fire prepared for the devil and his 
angels" (Matt xxv, 41) He will have 
no pleasure in saying this to any, but 
It Is written again and again that 
some shall have to go to the lake of 
fire and brimstone (Rev. xlv, 10; xix, 
20; xx, 15; xxl, 8). Many call this a 
horrible doctrine and .will not tolerate 
the thought of it aud have no use for 
a' God who would make such a place 
or send any one to it. All such are 
blinded by the god of this world, for 
whom the nwful place was prepared, 
and If they persist in their blindness 
and In rciecting the gift of eternal life 
their doom will by their own choice be 
as awful as the record'reads. 


The day of judgment here spoken of 


will last at least a thousand years, at 
the beginning of which there will be 
the judgment of the saints only at the 
judgment seat of Christ; then 
the1 


Judgment of the living notions, when 
wo come with Christ In nis glory to 


CHARTER NOTICE 


Notice Is hereby given that applica- 


tion wiU be raade by Waiter E. Mc- 
Cleary, William Peebles and Edward 
W. Light to the Governor of Pennsyl- 
vania on Monday, the 26th day of 
July, 1909, at ten o'clock a.'m., un- 
der the provisions of an Act of As- 
sembly entitled "An Act to provide 
for the incorporation and regulation 
of certain corporations," 
approved 


29th of April, 1874, and the several 
supplements thereto, for a charter for 
an intended corporation to be called 
Bedfoid Lime and Ballast Company, 
the character and object of which is 
the purchase, manufacture and sale 
of stone, limestone and lime in their 
various forms as demanded by com- 
merce, and for these purposes to 
have, possess and enjoy all the rights, 
benefits and privileges by said Act of 
Assembly and the supplements there- 
to conferred. 


ERNEST O. KOOSER, 
EDMUND E KIERNAN, 


July 2, 4t. 
Solicitors for Applicants. 


EXECUTORS' NOTICE 


[Estate of Rufus England, late of 


Snake Spring Township, Bedford 
County, Pa., deceased.] 
Letters testamentary on the above 


estate having been granted to the un- 
dersigned, all persons indebted to the 
said estate are requested to make 
prompt payment, and those having 
claims to present the same without 
delay to 


DANIEL P. ENGLAND, 
DAVID P. ENGLAND, 


ALV1N L. LITTLE, 


Attorney. 


Executors. 


June 18-6w. 


.* 
f ..«•,••* • • •-.,,•: • vi - 
PATENTS 


PROCURED AND DEFENDED. Sendmod«l,| 
drawing orpnoto.f or expert search and free report. I 


i Free advice, how to obtain patents, trade marks, I 
copyWgfcts.etc., |N ALL COUNTRIES. 
1 
Sasiness direct with Wcshlngton saves time,\ 
money and often the patent. 


Patent and Infringement Practice Exclusively. 
Write or come to us nt 


[ 633 ninth Street, opp. United StatM Pitent Offlc«,| 


WASHINGTON, O. C. 


GASNOW 


The Cough Syrup that 
rids the system of a cold 


t>y acting as a cathartic on th« 
jowels is 


LAXATIVE 


COUGH SYRUP 


3ees is the original laxative cough syrup, 
:ontaim no opiates, gently moves tha 
>owels, carrying the cold off through tha 
natural channels. 
Guaranteed to giva 


latlsfaction or money refunded. 


ED. D. HECKEBMAN, Druggist. 


Insurance That Insures 


The Double Benefit Policy 


provides for an immediate pay- 
ment at death and an annuity 
as well. The beneficiary, un- 
der a ten thousand dollar 
contract, would receive at 
the death of the insured 
$2,000 immediately and $400 
per annum for twenty years— 
$10,000 in all. This is double 
protection. There is a sum 
immediately available at death 
and as a protection against 
bad investments an income for 
twenty j^ears, costing at age 
35 ONLY $130.16 per year. 


For further particulars ad- 


dress William F. Hart, Gen- 
eral Agent 


RELIANCE LIFE 
INSURANCE CO. 


BEDFORD, PA. 


set up His kingdom anfl at the end of 


Hartley Banking Co, 


BEDFORD, \>\. 


John M. Reynolds 


Allen C. Blackburn 


Fred A. Metzger 


J. Frank Russell'. . 


Simon H. Sell 


J Anson Wright, 


Cashier. 


Frank E.Colvin, 


Solicitor, r 


UNENCUMBERED INDIVIDlMl,' 


ASSETS OVER $500,000. 


Three Per Cent. Interest Paid on 


Time Deposits. 
*" 


Individual liability to all-de- 


positors and persons doing busi- 
ness with this firm. 


This institution, in existence 


over 30 years, invites a continu- 
ance of the patronage of this 
business. Loans made on reason- 
able verms. Accounts and depos- 
its solicited. 
: 


Get DeWitt's Carbolized Witch. Hazel 


the thousand years the great white] balve when you ask for it. There sf\ 
throne for the ungodly (sec my tract I i l S^eat many imitations, but ther^ v 


„— 
„ 
_ . 
. . . 
. . . . . 
' 
' 
on "The Four Judgments," published 
by L. & K.. box 216, Harrisburg. P.i.) 
There are few if nny daily papers 
which would publish n discourse on 
this topic, for. like the Athenians, tho 
people covet to henr some new thing. 


just'one original. This salve __ „. 
for anything where asalVe is neei 
to be used, but it is especially gA 
for Piles. Sold by all druggists, j 


Gazette Job room' turns out up-i j 
date work. 


fSPA-PERI 


8 
THE GAZETTE, FRIDAY, JULY 23, IQOQ. 


PS GREAT 
. 


DISCOVERY, 


A Call That Made Her Sure About 


Her Own Heart. 


By EMILY HODGES. 


1909, -by Associated L4t«r*ry 
Press.] 


"Tou're very foolish and very head- 


etroRg, Maisie, and you're going to be 
eorry s6me day," Anne said severely. 


She Swas sitting before the glass, put- 


ting cold cream on her face, and Maisie 
was watching her from the bed. 


It teas to pretty Maisie a 
1 very funny 


performance—Anne's nightly comfort- 
Ing of her complexion with cpld cream. 
She wondered If she -would do the 
same' when she waaf thirty-six and un- 
married. But she would not be un 
married at thirty-six. Of course not 
There was Dick, and she was deter- 
mined to marry Dick, no matter what 
Anne or Aunt Hannah said. It was 
about Dick that Anne was talking 
now. 


"You 
know as well as I do," Anne 


went onr "that you are too young even 
to think of marrying, and, anyway. 
Dick Launt isn't a person you should 
consider for one moment" 
Anne 


closed the cold cream box, with a sigh. 
"When you do marry I want you to 
have some one who Is worthy of you " 


"Is that the reason you've never mar- 


tied?" Maisie asked innocently. 


Anne flushed under the cold cream. 
"That was the reason," she returned 


steadily. 


"Haven't you ever been sorry?" Mai- 


Bie persisted. She wisbe'd Anne had 
not hidden her face by turning out the 
gas—the voice, Anne's voice, told so 
little. 


"I—I don't know that I have been 


Good night dear." And Maisie had 
nothing to do but answer obediently. 
"Good night, Anne." 


But long after Maisie was asleep 


Aane lay awake thinking. -*--- 


Sixteen years—what a long time 


that was! She was twenty that sum- 
mer, jnst out of school, and she had a 
pink dress afloat with ruffles. One 
jflay when she had been wearing that 
flress she had met Dwight Marshall. 
He was a good deal like Dick Launt 
•—big, clear eyed, ready to laugh. Like 
Dick, too, he was a plain working 
man and had come from a long way 
off to find work in Hassell 
It did not 


take Dwight long to fall hi love with 
the pink dress and her, and it did not 
take her long to see llj. He was her 
first beau, and straightway the woild 
was made over for her. 


But her mother was watch and 


•ward. She had had to make many 
sacrifices in order to educate Anne, 
and she was worthy of the best. Mrs. 
Sail did not by any means consider 
Dwight Marshall the best, and she 
wag determined that he should not 
have Anne. She appealed to Anne's 
pride and reason and after a time hac1 
the satisfaction of seeing her argu- 
ments prevail. Anne gave up her 
lover. He was hurt, disappointed, bit- 
terly angry. 
I "This Is your mother's doings," he 
said. 


"No," Anne lied proudly; "it's mine. 


You aren't good enough for me." 
^ "You'll be sorry for this some day," 
he" returned. And that was his last 
•word to her. She had never seen 01 
beard from him since. She probably 
never would again. And now here 
was Maisie in the same boat In which 
Bhe herself had been. 
But Maisie's 


heart would not be broken. Hers had 
not been There had been times, in- 
deed/when she was glad that she had 
not married Dwight 
Maisie would 


come to feel the same way about 
Dick. 


_Anne scarcely slept all night 
'That cold cream makes you pale," 


Maisie said next morning. "What 
makes you use it, Anne? Are you 
afraid of wrinkles?" Anne winced, and 


Mnlsie went on wickedly. "Mr?. Wnru 
says it doe&n't make nny diflferenc 
how a woman looks if she isn't mm 
ried or doesn't Intend, to be." 


Mrs. 
Wnrne was the young matron 


who lived across the street 
Beeaus< 


she and Maisie were very friendly am 
she Mas known openly to sympathize 
with Mais!?'*! love affair Anne and he 
mother had not called upon her. thoug! 
she bad lived in the town almost n 
year Now of a sudden Anne felt al 
most hatred for the gay little woman 
who seemed, so happy In her marri.ec 
life and obviously had no need of cold 
cream or any other preparation for her 
charming face. 


Anne was out of sorts all day Her 


.'' 


Met zger Hard ware and 
House-Furnishing Co. 


SPECIAL 


Quart Jars, 40c Doz. 
Quart Tin Cans, 


35c Doz. 


10 per cent off on 


Refrigerators. 


10 per cent, off on 


CHI Stoves. 


10 per cent, off on 


Fly Nets. 


'10 per cent, off on 


all Harness. 


Special Prices on 


Furniture, Carpets 
and Matting during 
July and August. 


BEDFORD, PA. 


painting class did badly, her heat! 
ached, and she tore her walking skirt 
by stepping upon It In her burrv 
take a car. Tired and utterly forlorn, 
she was sitting in her room trying to 
repair the skirt when Maisie came 
running upstairs and entered panting 
with her haste. 


"Oh. Anne." she gasped, "there's a 


man In the parlor waiting to see you! 
I told him you'd be right down." 


A" man In the parlor to see Anne we* 


almost an unheard of thing Yet sbc 
took three stitches deliberately. 


"Aren't ya going to fix your hair or 


—or anything?" Mnisie demanded 


"Why 
should I?" Anne said. "It 
1<? 


only some oue to see *bout lessons 
probably." 


The parlor door was open, and she 


went In softly. The man was waiting 
with .his expectant face turned toward 
her 
She gave him one glance and 


turned as white as her linen collar 


"Dwight — Dwight Marshall!" sb' 


said. Then she seemeu to remember 
nothing more until she found herself 
on the sofa, with him close beside her 


"You never expected to see me again, 


did yon?" he demanded. "And I didnt 
expect you •would, but ever since my 
little cousin, Maud Waue, has lived 
here she and Dave ha-re been teasing 
me to come and make them a visit. 
So I made up my mind I'd come. And 
here I am. You don't know Maud, do 
you?" 


"No," Anne said feebly, wishing she 


did 


'Maud told me you hadn't acted very 


neighborly. You should know Maud. 
She's one of the best little women that 
ever lived." 


He had been talking rapidly. Now 


lie stopped and drew a long breath. 


"Do you remember the last time we 


saw each other? I was right mad that 
day. It had never occurred to me th^t 
[ wasn't the equal of the best girl 
liTing—and you were that, too—until 
you said what you did. So I swore I'd 
make myself good enough—and make 
you sorry. But now that I've seen 
you I only -want to make you glad, 
Anne You see. I like you just as well 
as I ever did, though I didn't expect 
:o. Aud if you like "me"— 


"Oh, 
Dwight," Anne sobbed, "it's I 


who am not good enough! I'm home 
ly and old and soiired and—and clis 
agreeable and narrow minded-—and 
you're worthy of some one better." 


Maisie had been in bed three hour^ 


when Anne came up and woke her 
with n kiss. 


Why, 
Aiiiie, you look real pretty," 


Maisie said, yawning. "But your hair 
s mussed up awfully. 
"Maisie," Anne said solemnly, sit- 


ting do^vn upon the edge of• the bed 
and taking hold of Maisie's hand in a 
most unusual way—"Maisie, I want to 


you something I've been a fool 


Jor years and never found it out until 
:onlght. And I don't mean you shall 
be the same kind of fool. That man 
•n ho came tonight was the one I might 
lave married sixteen years ago—and 
didn't. But I'm going to marry him 
now. 


"And—and, Maisie, I've been talk- 


ing to mothef. and you can have Dick 
any time you are ready. Dick's all 
right He—Dwight knows him; they 
come from the same place. 


I thought I could forget," Anne 


went on gently after Maisie's ecstasy 
of surprise and joy had somewhat 
subsided, "and I've tried hard for six; 
teen years, but when you really love 
there's no forgetting In this world 
I've been loving Dwight right straight 
along, and the minute I saw him to 
night I knew It I've missed a good 
many years of happiness, and I meant 
to make you miss a good many years of 
happiness In the same way It wasn't 
because 1 'was wicked, dear, but be 
xause I didn't know. I do know no\\ 


Maisie smiled wisely 
"I knew all the while," she said 


Wanted, For Sale, Rent, Etc. 


For Sale—Jersey cow with Jersey 
heifer calf by side. A. J. Otto. Jlltf 


For Sale or on shares, 40 head of 
stock sheep. A. H. Diehl, Rt. 1, Bed- 
ford. 


Just Received — Two car loads 
Queea City No. 1 Hard Red Paving 
Brick. Bedford Planing Mill, A. G. 
Stelner. 


STOVE WOOD AND IiOCUST POSTS 
Cut to order and delivered promptly;' 
leave orders at Wolff's Cigar Store. 
Posts any length. Cbas. T. Gilcln-ist. 


For Sale—Tate Building,- Juliana 
Street and Public Square dwelling, 
offices and storerooms; for further 
information address Jo. W. Ta.te, 
Bedford. 


AVanted—Girl for general house- 


work; good wages and good place for 
the right person. None but experienc- 
ed help need apply. 
Mrs. O. W. 


Smith, Bedford. 


I/ost—On road between New Paris 


and Bedford, note book containing 
record of auto trip between St. Paris, 
O , and Bedford 
Return to J. W. 


Kiser, St Paris, O., reward. 


The Big Sale at the Metropolitan 


Slothing and Shoe House of Bedford 
s the talk of the town, bargains ga- 
ore. 


TERM OPENING 


Week of August 30, 1909. 


The Tri-Stato Business College, 


Cumberland, Md. 
July 16-6t. 


If yoa are interested m a good 
school, it will pay you to write to the 
<ock Haven Normal School for a copy 
of its handsome new catalog, 
iquipment and faculty and in 
In 
its 
social environment, it is an ideal 
school. The fall term begins Septem- 
ber 6th. 


DIED 


FIGARO—At Round Knob July 


17, Blanche Amelia, infant daughter 
of Albert and Gertrude Figard, aged 
nine months and 17 days. Funeral 
services were held Sunday afternoon 
n the Round Knob Church and were 
conducted by Rev. F. W. McGuire. 
Intel-merit at De Vol's Cemetery. 


LJ-NGENFELTER—At 
Claysburg 


on July 19, Thaddeus Lingenfelter, 
aged 61 years; veleral of Civil War: 
survived by wife and eight children. 
A sister, Mrs. Eliza Gibson, resides 
at Everett. 


Chop Mill For Sale—I offer for 
sale, in good running condition, a 
chop mill complete. 
Will sell either 
he machinery alone, or with building 
and real estate. JVTill is a 20-inch 
French buhr. Engine a 15-horse In- 
ernational Harvester Co., gasoline. 
All the parts, including crusher, ele- 
vators, etc , were installed new three 
ears ago. Cost $1,200. Price right. 
!all on or address, D. A. Claav, 
Queen, Pa. 


ROOFING, SPOUTING, ETC. 


•'Honest Work and Honest Prices' 


s our motto. 


H. F. PRICE. 


Shop near Fisher House. 


ICE CREAM PARLOR 


wo doors west of the Grand Central 


Hotel 
You get delicious cream and 


ake, Lowney's and Love's finest 
chocolate candies and a good Lunch. 
Cream, per gallon a specialty. 


S. C. Harclerode, 


220 West John Street, Bedford, Pa 


Orders for Harclsrode's high grade 
coal will receive prompt attention. 


CHICHESTER S PILLS 
W_>i-~^ 
THE 1>IAMON1> BRAND. 
A 
Ladles ! Ask your Slruralst for 
Chl-clies-ter'a ttlamond Brand/ 
Fills in Red and Gold metallic* 
boxes, sealed -with Blue Ribbon. 
Take no other Buy of your 
DrnKKlHt. AskrorCin.CIlES.TEKg, 
MA110NI) ItRAND PILLS, for 2(? 
yean known as Best, Safest, Always RellablW 


SOLD BY DRUGGISTS EVERYWHERE 


CEMENT! 


CEMENT! 


CEMENT! 


Why pay 10 to soc per 


barrel more for Cement when 
you can get the same article 
from us for that much less. 


See us before buying Ce- 


ment, 
Sewer Pipe, 
Bran, 


Middlings,' ^Corn, Oats and 
Barley Chop, Roofing, Coal. 
Davidson Bros. 


NOTICE 
OF APPLICATION 


CHARTER 


FOR 


In the Court of Common Pleas of 
Bedford Coanty, Pa 


Notice is hereby given that an ap- 
plication will be made to Hon. J. M. 
Woods, President Judge of the 20th 
District, at a Court ot Common Pleas 
for Bedford County, on Monday, the 
6th day of September, 1909, at two 
o'clock p. m., under the "Act to pro- 
vide for the incorporation and regu- 
lation of certain corporations," ap- 
proved April 29, 1874, and its sup- 
plements, by Augustus Troutnian, 
Harry R Brightbill, J. M. Sipe, G. B. 
Mountain, James Blackburn, D. B. 
Enyeart and Jesse Dickinson, for the 
charter of an intended corporation to 
be called "The Odd Fellows' Ceme- 
tery Association, of Saxton, Pennsyl- 
vania," the character and object of 
which is to purchase a tract of land 
in Hopewell Township, Huntingdon 
County, Pa., lay the same out in 
burial lots, avenues and drives, sell 
the lots for burial purposes^ and 
maintain the same as a public, Ceme- 
tery for the burial of the dead^ a^jd 
for these purposes to have, possess 
and enjoy all the rights, benefits, and 
privileges conferred by the said Act 
and its supplements. 


FRANK B. COLVIN, 
July 23-3t. 
Solicitor. 


Advertised Ix-tters 


The following letters nave -been 


held thirty days in the Bedford, Pa., 
postoffice, and If not called for within 
two weeks from this date will be fcent 
to the Dead Letter Office at Wai.h- 
ington. When asking for these .tet- 
ters please say. "AdTertlsed." 


H. M. Essick, James A. Cookman, 


Chester Clark, Mrs. Charles D. Bur- 
ton, Mise Annie Jenkins; postals— 
H. E. Russell, Mrs. Fannie Hitch- 
cock, Miss Grace Bechtel. 


John Lutz, Postmaster. 


Bedford, Pa, July 23, 1909. 


JULY CLEARANCE SALE VAL- 


UES ARE NOW BIGGER AND 


BETTER THAN EVER 


The People have been quick to appreciate real bargains and this 


store has been thronged ever since this sale started. Tomorrow 
should witness yet larger crowds for greater bargains are now provided. 


This sale is creating more talk and greater buying enthusiasm than 


any sale held in this town in months. 
It is a sale with a reason and a 


purpose—a carefully-planned and prepared-for underselling event—far 
greater and better than possible elsewhere. 


Our entire retail and reserve stocks are assembled for quick clear- 


ance—prices are dropped downward to close out Summer goods. Note 
these offerings—these are the goods you now need—priced far below 
any figures you'll pay elsewhere for equal qualities. 


WONDERFUL WASH 


DRESS BARGAINS 


Our stocks are noted for their diversity, 


quality, newness and desirability. Clearance 
causes these fine Summer wash dresses to 
drop in price—deeply, sensationally, phe- 
nomenally. 


50 and 60c Mohairs now 


37 1 -2c, plain and striped. 


40c Persian Lawns now 


29c. 


Fine French Lawns reduced 


for this sale from 50 and 60c 
to 39c. 


8 and lOc Wash Goods 


now 5c. 


Calicos 4 1 ~2c. 
Apron Ginghams 4 1 -2c. 


Handsome Silks, all shades, 


reduced from 37 1 -2c to 25c. 


15 and 18c Embroideries 


now 12 1 -2c. 


12 f-2 and 15c Percale 


now lOc. 


Handsome Chambray and 


Zephyr Ginghams 
reduced 


from 1 5 and 12 1 -2c to 10c. 


Draperies Drastically Marked Down 


Home needs are not neglected at this amazing Sale—here are lace 


curtains and draperies at price reductions almost marvelous. 


15 and 121-2 Silkolenes 


now lOc. 


Beautiful Lace Curtains 


marked way down to close 
out. 
Over 70 different pat- 


Handsome Curtain Swisses 


that sold for 15c are now 
marked lOc. 


8c Scrim now 5c. 


Portieres are specially re- 


duced during this July Clear- 
ance, and colored draperies 
by the yard will be sacrificed. 


terns. 


BIG SAVINGS ON CORSETS 


The same good grades we always sell—in all sizes— 


all styles. These'values are unprecedented. A Corset 
for every figure at the least price. 


Dr. Warner's and Henderson 


Corsets will be sold this month— 
not at $1 but at 89c. 


35 cents for 1 lot of well=made 


Corsets worth 75 and 50c. 


Special prices this month on 


Misses' Corset Waists. 
50 and 65c 


marked 44c. 


Corsets are now 


Domestics Given Clearance Prices 
Staple lines of everyday necessitjes-^-with goods, 


towels, bed coverings, table coverings—a wide variety to 
choose from at the lowest prices you ever paid. 


Unbleached Canton 5c. 
Unbleached Muslin 5c. 
Lancaster Ginghams 7c. 


Silver Bleached Table Lin- 


Pure Linen Crash 6c. 
Plain and Barred Cotton 


Crash 4 3-4c. 


65c (or $1 Bedspreads. 
55c for 75c Bedspreads. 
18c for 21-2 yd. wide 


* 
I *"* 
en, 2 yds. wiide, 37jj-2c.' 


• 


Bleached Pillow Casing I Oc. 
Seamless Sheeting. 


NEWSPAPER! 


